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PREFACE. 



In preparing this little volume the author has had 
constantly in view the needs of a large class of stu- 
dents of analytical chemistry desirous of becoming 
acquainted with the methods of quantitative analysis 
by electrolysis ; these are daily acquiring greater im- 
portance, and being introduced and applied wherever 
possible. 

The larger texts devoted to analysis have omitted 
electrolysis from their pages, thus rendering its special 
treatment necessary and desirable. 

The plan adopted in the following pages in present- 
ing this subject has been to give a brief introduction 
upon the behavior of the current toward the different 
acids and salts, a short description of the various 
sources of the electric energy; its control and measure- 
ment ; after which follow a condensed history of the 
introduction of the current into chemical analysis, and 
sections relating to the determination and separation 
of metals, as well as the oxidatit)ns possible by means 
of the electric agent. 

In using this book as a guide, the student is ear- 
nestly recommended to perform the determinations of 
each metal as indicated in the text. The details have 
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been made sufficiently full, and clear enough, it is 
hoped, for the most inexperienced analyst. Additional 
skill and valuable experience are acquired with each 
trial, so that, when the section treating of separations 
is reached, the work there outlined will be performed 
without difficulty. Before commencing the determina- 
tion of any one metal read, if possible, its literature. 

The methods of determination and separation given 
preference are not those of any one individual, but 
have been selected from all sources after an experience 
of many years, care being taken to present only those 
which actual tests have shown to be reliable and trust- 
worthy. 

It has not been considered advisable to include an 
outlined electrolytic analysis of alloys and minerals 
in the text, inasmuch as the experience gained in per- 
forming the analyses already described there will have 
given the analyst such a fund of experience that the 
course to be pursued in special cases will readily sug- 
gest itself 

The author would here acknowledge his indebted- 
ness to the various writers on electrolysis, whose 
publications he has freely used, to the editors of the 
different journals consulted, to friends who have made 
kindly suggestions, and to his brother. Dr. Allen J. 
Smith, who prepared all the drawings from which the 
illustrations of the text were made. S. 

University of Fenna., 
Philadelphia, Sept., i8go. 
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ELECTRO-CHEMICAL 
ANALYSIS. 



INTRODUCTION. 

Many chemical compounds are decomposed when 
exposed to the action of an electric current. A de- 
composition of this kind is called electrolysis^ while 
the substance undergoing change is termed an electro- 
lyte. The products of the decomposition are the 
anions and cathions^ or those (i) which separate at the 
anode ^ the positive electrode or pole (+ P) of the bat- 
tery, and (2) those separating at the cathode, the nega- 
tive electrode or pole ( — P) of the battery. 

This behavior of compounds has become of great 
service to the analyst, inasmuch as it has enabled him 
to effect the isolation of metals from their solutions, 
and by carefully studying the electrolytic behavior of 
salts it has been possible for him to bring about 
quantitative determinations and separations. 

The electrolytic method of analysis is especially 
inviting, since it permits of clean, accurate and rapid 
B 9 
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determinations where the ordinary methods yield un- 
satisfactory results. This statement is readily con- 
firmed on recalling the gravimetric methods usually | 
employed in the estimation of copper, mercury, cad- 
mium, bismuth, tin, etc., etc. That this assertion may 
be the conviction of every st'udent of analysis, the , 
writer would call attention first to the course of the . 
current in solutions of some of the more frequently 
occurring salts; after which will follow a brief account j 
of the various modes of obtaining the electric current, 
how it may be measured and how controlled. Finally, 
all the metals, which have been studied electrolytically, 
will be taken up in detail, and their various determina- 
tions will be followed by a sufficient number of separa- 
tions to show, at least in part, how widely the electro- 
lytic method of analysis may be applied. 



Hydrochloric aci 


d + the curi 


rent = Hydrogen + Chlorine. 


Copper chloride 


+ " " 


^ Cu + CI,. 


Zinc chloride 


4- " '■ 


■ = Zn + a,. 


Niiric acid 


+ " " 


■ - H -t- NU, -1- O. 



In this last case the hydrogen further acts upon more 
nitric acid and produces ammonia (NHj) and water. 

Lead Dilrale + the current = Pb -|- NO, + O. 

The oxygen liberated here attacks a second molecule of 
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lead nitrate, and produces lead peroxide, Pb(N03)2 + 
O2 = Pb02, which deposits upon the positive elec- 
trode. 

At the At the 
— Pole. + Pole. 

Copper nitrate -f- the current = Cu -|- (^03)2. 

Sulphuric acid -f " " = HL, + SO^. 

Secondary changes frequently occur in these de- 
compositions ; thus, in the last example the SO4 reacts 
with the water present : SO4 -f- H2O = H2SO4 + O, 
the oxygen going to the positive electrode. In the 
electrolysis of copper sulphate, which is analogous to 
sulphuric acid, secondary changes also occur. 

At the At the 
— Pole. +Pole. 

Potassium sulphate + the current = Kg + 80^ 

In this decomposition the liberated potassium acts 
upon water, with the liberation of hydrogen and the 
formation of potassium hydroxide. 

Bourgoin observed the following changes with 
formic, acetic and oxalic acids, and their salts : — 

I. Formic Acid, — The decomposition may be ex- 
pressed in two equations — 

{a) CH2O2 = H + (CHO -f O). 

— Pole + Pole 

[b) 2(CH0 + O) = CH2O2 + COjj. 

The decomposition of sodium formate yields carbon 
dioxide and formic acid at the anode, and hydrogen 
and sodium hydroxide at the cathode. 
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2. Acetic Acid, — The electrolysis of the dilute acid 
affords hydrogen at the negative electrode, and at 
the positive electrode a jnixture of oxygen, carbon 
dioxide and a small quantity of carbon monoxide. 

3 Oxalic Acid, — The electrolysis of this acid with 
a current obtained from four Bunsen cells gave de- 
compositions which may be expressed as follows : — 

C2H2O4.2H2O -f current = 3H2 + 2CO2 -f- O2; 

— Pole. + Pole. 

the oxygen reacts upon additional acid : 

2C2H2O, + 2H2O + 02 = 4CO2 + 4H2O, 

so that the final products are pure carbon dioxide at 
the positive electrode and hydrogen at the opposite 
pole. The decomposition of potassium oxalate may 
be formulated in the following way : 

C2K2O, = K2 -f 2CO2 ; 

— Pole. + Pole. 

the liberated metal and the carbon dioxide then react 
further : — 

2H2O + K2 = 2KOH + H2 and 2CO2 + 2KOH = 2KHCO3. 

When exposed to the same influence ammonium 
oxalate yields hydrogen at the negative electrode, and 
hydrogen ammonium carbonate at the positive elec- 
trode. The latter compound further breaks down 
into ammonia and carbon dioxide. 

Succinic acid is electrolysed with difficulty. In its 
decomposition the products which have generally been 
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observed at the positive electrode were oxygen and 
the two oxides of carbon. By electrolysing sodium 
succinate Kekule obtainedTiydrogen at the cathode, 
and carbon dioxide and ethylene at the anode. 
Tartaric acid + the current gave at 

— Pole. + Pole. 

hydrogen acetic acid, carbon dioxide, 

carbon monoxide and oxygen ; 
while with potassium tartrate the products were hy- 
drogen and potassium at the cathode and acid potas- 
sium tartrate, carbon dioxide, carbon monoxide and 
oxygen at the anode. An alkaline solution of potas- 
sium tartrate gave hydrogen at the cathode and at the 
anode, acetic acid, the oxides of carbon, oxygen and 
ethane (C2H6). 

The above examples will suffice to indicate the na- 
ture of the decomposition due to the current ; they 
will assist very materially in understanding the 
changes occurring in ordinary electrolytic analyses. 
For further particulars in this direction, consult 
Tommasi's Traite Theorique et pratique d' Electrochimie, 



2. OHM, VOLT AND AMPERE. 

These terms may be defined as follows : — 
The ohm is the unit of resistance. Its value is rep- 
resented by a column of mercury i sq. mm. in cross- 
section, and 106.2 cm. in length at the temperature 
o°C. 
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The volt is the unit of electromotive force (E. M. F.). 
It is the 1^. M. F. which gives a current of one ampere 
throujrh a resistance of one ohm. 

The ampere is the unit of current. It is the 
current which, under an electromotive force of one 
volt, flows through a circuit offering a resistance 
of one ohm. 

V 
A = — . 
O 



3. SOURCES OF THE ELECTRIC CURRENT. 

The electric energy required for quantitative analy- 
sis has been variously furnished by batteries of well- 
known types, magneto-electric machines, dynamos, 
thermo-piles, and electrical accumulators or storage 
cells. A brief description of some of these may be 
properly introduced here. 

The Grenet cell or Bichromate Battery (Fig. i) con- 
sists of two plates of carbon (K) and one of zinc (Z), 
movable by means of the handle, a. This is a con- 
venient arrangement, as it allows of easy interruption 
of the current. The liquid to be used in this cell con- 
sists of potassium bichromate (i lb.), strong sulphuric 
acid (2 lbs.), and water (12 lbs.). In mixing these, the 
probable chemical change is : — 

KjCrp^ + rH^SO^ = 2Cr08 + K^SO^ -f Hp -f eH^SO^. 
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The chemical action in the cell, when the current 
passes, may be expressed by the equation : — 

aCrO, + 6H,S0, + 3Zn = Cr,(SO(), + aZnSO, + 611,0. 

The writer found four cells of this type (capacity 
two quarts) very serviceable in the electrolysis of solu- 
tions of cadmium, uranium, molybdenum and other 




metals. No disagreeable fumes arise from cells of 
this class. The electromotive force is about two 
volts, and the internal resistance low. The Grenet 
cell loses in intensity when used for long periods, but 
regains its value when it has remained out of action 
for some time. 
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Leclanche cell (Figs. 2 and 3). — Two forms of this 
cell are in use. In the first, to the left of the 
figure, there is a zinc rod, immersed in a solution 
of ammonium chloride, and a carbon plate inside 
a porous cup, tightly packed with a mixture of 
manganese dioxide and broken gas carbon. The 



Fic. 3. 





porous cup is only intended to hold the mixture 
in position. There is but one liquid, and that a 
strong solution of ammonium chloride. The E. M. F. 
of this cell equals 1.47 volts; it decreases rapidly 
when sending strong currents. It is inferior to the 
Daniell cell when a steady current is desired for 
a long period. 
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The chemical action in cells of this kind Ayrton 
expresses as follows : — 

(Before sending the current) — 

kC-\- I (MnOJ -I- m (NH^Cl) + n Zn. 
(After sending the current) — 
.& C + (/- 2)(MnO,) + {m — 2)(NH;C1) + (MnA) -f 2(NH3) 
+ (H,0) + (ZnCl,) + (« - i)(Zn). 

The letters k^ /, m, n represent indefinite amounts 
of the acting substances. 

In the modified Leclanche cell the porous cup is 
not needed, as compressed prisms of manganese diox- 
ide, gas carbon and shellac are used around the 
carbon plate. 

The Danicll cell (Fig. 4) consists of a glass jar, the 
porous cup T, and a cylinder of zinc (Z), the negative 
pole. Outside of the porous cup is the sheet-copper 
cylinder K. The zinc is the negative electrode, and 
the copper the positive electrode. The zinc stands in 
dilute sulphuric acid (i : 20), and the copper in copper 
sulphate. Zinc sulphate often replaces the sulphuric 
acid. The chemical action in the cell is probably : — 

k (Cu) + / (CUSO4). /Before sending\ .2 m (ZnS04) f n (Zn). 

\ the current. / '2 

{k + x)(Cu) + (/ — i)(CuS04). /After sending\ | (w + i)(ZnS04 + (« — i)(Zn). 

V the current. / g (Ayrton). 

The E, M, F, of this cell is about 1.07. The Meid- 
inger (Fig. 5) and Crowfoot (Fig. 6) cells are modifica- 
tions of the Daniell, and very serviceable in electrolytic 
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Fk;. 6. 
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work when currents of low intensity are desired. In 
the sketch of the Meidinger cell, C is a large glass 
jar; g, a small glass vessel, in which stands the copper 
cylinder, K (+ P). Z ( — P) is a cylinder of zinc. 
B contains the supply of copper sulphate crystals. 

The current from either of these batteries remains 
quite constant for long periods. The cells themselves 
do not require much attention. Haifa dozen of either 
of these forms will do nearly all the electrolytic work 
of an ordinary laboratory. The *' Crowfoot" form 
can be readily and cheaply prepared. Rejected acid 
bottles, after removing the neck and upper portions, 
answer well as jars. 

If currents of greater E. M, F. are required, the 
Bunsen (Fig. 7) or Grove cell (Fig. 8) should be used. 
In the former there is zinc in dilute sulphuric acid, or 
a mixture of potassium bichromate and sulphuric acid, 
and a carbon plate in a cup of nitric acid. It is a less 
expensive cell than the Grove, as platinum is not 
employed. It is not so readily handled, and con- 
sumes more nitric acid. Its electromotive force is 
somewhat less than that of the Grove form. In the 
latter there is a strip of platinum (P) in concentrated 
nitric acid (in the porous cup, jr), and zinc (ZZ) in 
dilute sulphuric acid (one pint acid and ten pints 
water). The E. M. F, is 1.93 volts. When acting, 
N2O4 is set free ; this can be in a measure suppressed 
by adding ammonium chloride to the nitric acid. 
The chemical changes occurring in the Bunsen and 
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Grove cells are very similar. Ayrton expresses them 
as follows : — 



{Aft. 



(Pt) + /(HNO,). -g m (H^O,) + n (Zn). 

:urren,)- | 

(P.) + (/- =)(KNOi) + (NjOJ + {>H,0). I (m - .)(H^0,) + (ZnSOJ + 

Fig. 8. 



*fe= 


g 




The internal resistance of the Grove cell is small. 
To obtain good results both the Bunsen and Grove 
cells require constant attention. 
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In amalgamating the zincs in any of the preceding 
batteries, first allow them to remain over night in very 
dilute hydrochloric acid, then immerse in mercury, 
and with a wet cloth rub the latter into the metal. 
This should be done once a week, when the cells are 
in daily use. For further information upon batteries, 
consult Ayrton*s Practical Electricity. 

Magneto-electric machines, and dynamos have been 
used to some extent in electrolytic decompositions, 
but a detailed description of their construction will 
not be given. This may be found in Classen's 
Analysis by Electrolysis, pp. 21-35 (Herrick's transla- 
tion). 

Thermo-piles have also been used to furnish cur- 
rents for electrolytic work. Their use has been 
objected to upon the ground that the currents afforded 
by them are rarely strong enough for the greater num- 
ber of determinations and separations, and agayi they 
are easily broken and difficult to repair. The forms 
generally met with are those recommended by Cla- 
mond and Noe. 

The Clamond thermo-pile is pictured in Fig. 9. I 
is a perspective view of the same ; 2 represents a ver- 
tical section, and 3 a basal section, showing the bars 
and armatures. The elements consist of bars of a zinc 
and antimony alloy, and a strip of sheet-iron. These 
are arranged in circles, as indicated in 3 ; they are 
placed one above the other. In 3, B represents 'the 
bars of zinc and antimony alloy, while the tinned 
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sheet-iron plates are marked Z. The sheet-iron serves 
to conduct the current from one element to the other; 
hence, these strips rest upon the bars B. Heat ex- 
pands the latter, and in consequence renders the con- 
tact more intimate. The single elements, as well as 
the circles of elements, are separated from each other 
by plates of asbestos (see r in 2). The cylinder itself 
consists of a series of such circles. The welded points 
of the bars are all directed to the centre of the cylin- 
der. The gas flames are prevented from coming in 
immediate contact with them by the asbestos lining 
of the cylinder. As gas is employed to furnish the 
necessary heat, in the middle of the cylinder will be 
observed a clay tube {A) provided with apertures (2 
and 3). The gas enters through the Giroud regulator 
C(i and 2), which makes it possible to maintain a 
uniform temperature, and a constant current. From 
C it is conducted to A, through T, into which air is 
admitted by suitable apertures. The mixture of air 
and gas burns at the openings in A, Additional 
air is supplied through D, Light the gas jets from 
above, after removing the cover. The poles of each 
ring of elements end in binding screws, thus en- 
abling the operator to connect any number of them, 
depending upon the external resistance (Z. f. a. Ch., 

15, 334). 

When in excellent condition, thermo-piles are said 

to yield a current equivalent to 400-500 c.c. oxy- 

hydrogen gas per hour. Those persons who may 
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desire fuller information upon this type of battery aFq 
referred to the following 

I.lTKRATUREi^Z. f. a. Ch., 14. 350; 17, 205; Ding. p. Jr., 314 
267; Z, f. a.Cb„iB, 4S7: 25,539- 

The best source of electric energy, for electrolyte 
purposes, is imque.stionably the storage cell (Fig. 




The illustration represents a cell of the Julien type.l 
It contains nineteen alternating plates of lead and lei 
dioxide. Each of these is five and three-fourths inchei 
square. The exciting liquid is sulphuric acid of spJ 
gr. 1.2. The E. M. F. of such a cell is a little moreg 
than two volts. The current is very constant. 
Cells of this kind can be charged from primal 
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batteries, or better, by means of a dynamo. In any 
community where electric lighting is employed it is 
possible to have the charging done at little expense, 
and in factories where there is always sufficient power, 
a small dynamo could easily be arranged for this pur- 
pose, so that almost any number of cells could be kept 
in condition for work. The iron estimations required 
by any establishment could be rapidly and accurately 
made with three cells of this type; little attention 
^uld be demanded from the chemist. While storage 
cells can be used in almost every description of elec- 
trolysis, there are a great many cases where economy 
would suggest the use of the cheaper batteries, e.^., 
the Crowfoot. Consult the following literature upon 
storage batteries: — 

Proceedings of the Royal Society, June 20th, 1889; Transactions of 
Am. Inst. Mining Engineers (Electrical Accumulators, Salom), Feb., 
1890. 

Having thus briefly described the more important 
current-producers, the means of regulating the current 
may be next considered. 



4. REDUCTION OF THE CURRENT. 

When a battery gives a current that generates 10 
c.c. oxy-hydrogen gas per minute, and work is to be 
done which can easily be performed by an expenditure 
of energy not exceeding 3 c.c. oxy-hydrogen gas per 
minute, it will become necessary to reduce the strong 
c 
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current. Persons acquainted with practical physi 
will promptly suggest the resistance coils found in 
physical laboratories, as suitable for this purpose. 
They are, on the whole, quite satisfactory, and have.'i 
been thus utilized, although simpler and more con- 
venient current-reducers have made their appearance I 



in recent years. A few of these later appliances may 
be mentioned : — 

I. The current may be sent through a solution T 
(saturated) of zinc sulphate, contained in a large g 
cylinder, about 32 cm. long and S.5 cm. in diamcL^.. . 
In one experiment the current is passed from a to i 1 
fFig. I 1), and in the next from /; to a. " The ro-" * 
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with one zinc pole, is pushed toward the zinc pole a, 
until the current reaches the desired strength." It is 
• well to amalgamate the zincs from time to time. We 
are indebted for this piece of apparatus to Classen, 
who has also described another simple rheostat (Fig, 
12) (Ber., 21, 359)- In this apparatus the current 
enters at a, travels the German silver resistance «, and 
returns through 6 to the battery. In the performance 
of electrolytic depositions the platinum vessels, serv- 



ing as negative electrodes, may be connected with any 
one of the binding-posts from i-20. This makes it 
possible for the analyst to execute eight different de- 
terminations at the same time. To show the influence 
of tliis apparatus, a current from five Bunsen cells, 
generating 68 c.c. oxy-hydrogen gas per minute, was 
allowed to act upon copper solutions contained in six 
vessels. The current at binding-post i was found to 
be equal to 375 amperes; at 2, it equaled 2.617 
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amperes; at 3, 3.0S5 amperes; at 4, i.gii amperes, 
etc., until at 20 it was only 0.O98 of an ampere. 

To better understand these figures it should be re- 
membered that an ampere equals 10.436 c,c. oxy- 
hydrogen gas per minute, or it is equivalent to a 
current which will precipitate 19,69 mg. of metallic 
copper, or 67.1 mg. of metallic silver in one minute. 

For a larger form of apparatus somewhat similar to 
that described above see Ber., 17, 17S7. 

The writer has for some time employed a much 
simpler current-reducer, which has the advantage of 
cheapness and ready construction to recommend it. 
It consists of a light wooden parallelogram, about six 
feet in length. Extending from end to end, on both 
sides, is a light iron wire, measuring in all about 500 
feet (Fig. 13). With the binding-posts at a and i, and 
a simple clamp, it is possible to throw in almost any 
resistance that may be required. It answers all prac- 
tical purposes. 

Literature. — v, Klobukow, Jr. f. pkl. Ch., 37, 375 ; 40, 121. 



In every analysis by electrolysis it is advisable that 
the strength of the acting current should be known. 
The simplest and most convenient apparatus for this 
purpose is the Bunsen voltameter (Fig. 14}. The 
inner tube a, containing sulphuric acid of sp. gr. 1.32, 
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stands in a large cylinder of water to cool it. The 
liberated hydrogen and oxygen are collected over 
water in the eudiometer tube R; p and p' are-platinum 
electrodes. In all accurate experiments the volume 
of gas should always be reduced to 0° and 760 mrti. 




pressure. Some chemists substitute a galvanometer 
(tangent or sine) for the voltameter. The deflection 
of the needle by the current measures the strength of 
the latter, " In order to express in terms of chemical 
action the deflection of the needle, it is placed in the 
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same current with a voltameter, and the deviation of 
the needle is observed, as well as the volume of elec- 
trolytic gas (reduced to 0° and 760 mm. pressure), 
which is produced in a minute. Placing the volume 
equal to V, the quotient -^^ ~ gives the standard value 
for the galvanometer. If this standard value is de- 




noted by /f, the strength I of a current, which pro- 
duces the deviation fl, is I ^ R tan. a." 

The writer has found the amperemeter of Kohl- 
rausch (Fig. 15) very satisfactory, especially in cases 
where strong currents are employed. In this instru- 
ment the current travels through an insulated wire 
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surrounding a bar of soft iron. The latter, in its 
magnetized state, attracts the needle C, attached to a 
spiral. C moves over a graduated face (in amperes), 
and its deflection gives at once the strength of the 
current in amperes. 

In electrolytic work of any kind it is advisable 
that the apparatus intended to measure the current 
strength should be in the circuit during the entire 
decomposition, for it is only in this way that we can 
expect to effect separations without encountering un- 
pleasant difficulties. It is necessary to know just what 
energy is required, and then to so regulate the current 
that the same is approximately maintained throughout 
the entire determination. 

Before taking up the description of the details to 
be observed in the electrolytic precipitation of indi- 
vidual metals, it may not be uninteresting to briefly 
trace the history of the introduction of the electric 
current into chemical analysis. 



6. HISTORICAL. 

Although the early years of this century show con- 
siderable activity in electrical studies, the efforts were 
mainly directed to the solution of the physical side of 
electrolysis. To Gaultier de Claubry probably be- 
longs the credit of having first (1850) applied the cur- 
rent to the detection of metals when in solution. His 
efforts were wholly directed to the isolation of metals 
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from poisons by depositing the same upon plates of 
platinum. When the precipitation was considered 
finished the plates were removed, carefully washed, 
and the deposited metals brought into solution with 
nitric acid, and there tested for and identified by the 
usual course of analysis. The current was evidently 
very feeble, as the time recorded as necessary for the 
deposition varied from ten to twelve hours. Gaultier 
considered this method reliable in all instances, but 
especially recommends it for the separation of copper 
from bread. In testing for zinc he employed a strip 
of tin as anode, but states that a platinum plate will 
answer as well. 

In Graham-Otto's Lehrbuch der Chemie (1857) it 
is stated that the oxygen developed at the positive 
electrode readily induces the formation of peroxides; 
. . . that lead and manganese peroxides are de- 
posited, from solutions of these metals, upon the posi- 
tive electrode of the battery ; . . . that the point of 
a platinum wire, when attached to the anode of a cell, 
is therefore a delicate means of testing for manganese 
and lead. In the same text the oxidizing power of 
the anode is nicely shown by the following simple ex- 
periment : A piece of iron, in connection with the 
positive electrode of the battery, is introduced into a 
V-shaped glass tube containing a concentrated solu- 
tion of potassium hydroxide, while a platinum wire 
running from the negative electrode projects into the 
other limb of the vessel. In a short lime ferric acid 
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appears around the anode, and is recognized by its 
color. 

C. Despretz (1857) described the decomposition of I 
certain salts by means of the electric current, and . 
remarked that, while operating with solutions of the 
acetates of copper and lead, he expected both metals 
would be deposited upon the negative poie, and was 
much surprised to find that the lead separated as oxide 
upon the anode at the same time that the copper 
was deposited upon the cathode. The results were 
the same when experiments were conducted with 
the nitrates and pure acetates. With manganese no 
deposition took place upon the negative electrode, but 
a black oxide appeared at the opposite pole. Potas- 
sium antimonyl tartrate gave a crystalline metallic 
deposit of antimony at the cathode, and upon the anode 
a yellowish-red coating, supposed to be anhydrous 
antimonic acid. Bismuth nitrate yielded a reddish- 
brown deposit at .the positive electrode. Despretz 
concludes his paper by stating that although the facts 
were few in number, yet they were new in so far as 
they concerned lead, antimony and manganese; and, 
furthermore, that the separation of copper from lead 
by the current was almost perfectly contpiete: 

Three years later (i860) Charles L. Bloxam recom- 
mended the process of Gaultier for the detection of 
metals in organic mixtures, although it may not be 
improper to add that Sniee (1851}, in his work on 
electrometallurgy, asserts that Morton was the first 
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person to employ the electric current for the isolation 
of metals from poisonous mixtures. However this 
may be, the fact remains that Bloxam did use the 
current quite extensively for this purpose, and while 
he claims no quantitative results for the method, the 
apparatus employed by him and his subsequent work 
in this direction deserve great credit. 

To detect arsenic electrolytically Bloxam made use 
of a glass jar, four cubic inches in capacity, closed 
below by parchment, which was tightly secured by 
means of a thin platinum wire. In the neck of the 
jar was a large cork, through which passed a glass 
tube bent at a right angle. This tube was intended 
to serve as a means of escape for the gases liberated 
within the jar. The platinum wire from the negative 
electrode was also held in position by the cork. The 
portion of the wire within the jar was attached to a 
platinum- plate dipping into the arsenical mixture con- 
taining dilute sulphuric acid. The jar with its contents 
stood in a wide beaker, filled with water, into which 
dipped the positive electrode of the battery. Under 
the influence of the current, metals like antimony, 
copper, mercury and bismuth separated upon the 
platinum plate of the negative electrode, while arsine 
was liberated and escaped through the exit-tube into 
some suitable absorbing liquid. To ascertain what 
metal or metals had separated upon the cathode, 
the plate attached thereto was removed, after the 
interruption of the current, and treated with hot 
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ammonium sulphide. Upon evaporating this solution 
an orange -colored spot remained if antimony had been 
previously present. If a metallic deposit continued 
to adhere to the foil the latter was acted upon by 
nitric acid to effect the solution of the remaining 
metals, 

J. Nickles (1863) precipitated silver with the current 
obtained from a zinc-copper couple. The positive 
electrode consisted of a piece of graphite, taken from 
a lead-pencil, while a thin, bright copper wire consti- 
tuted the negative electrode. The silver separated 
upon this. The current was very feeble, for hydrogen 
was not liberated at the cathode. Nickles also sug- 
gested the reduction of large quantities of silver from 
"the solution of its cyanide by this mean^. To obtain 
the silver he advised using a cyliudrical cathode con-' 
structed from some readily fusible alloy, so that after 
the reduction was finished, the other metals might be 
easily melted out and leave a silver plate. Copper, 
. lead, bismuth and antimony were separated electro- 
lytically, by Nickles, from textiles. 

In 1862 A. C. and E, Becquerel resumed their 
electro-chemical investigations, first begun some thirty 
years previously. Their experiments seem to have 
been aimed chiefly toward the reduction of metallic 
solutions upon a large scale, caring not for the quanti- 
tative estimation of metals, but seeking rather a rapid 
and satisfactory technical isolation process. 

Wohler (1868) found that when palladium was 
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made the positive conductor of two Bunsen cells, and 
placed in water acidulated with sulphuric acid, it 
immediately became covered with alternating, bright, 
steel-like colors. He regarded the coating as palladium 
dioxide since it liberated chlorine when treated with 
hydrochloric acid, and carbon dioxide when warmed 
with oxalic acid. Black amorphous metal separated 
at the cathode. Its quantity was slight. Under 
similar conditions lead also yields the brown dioxide, 
and the same may be said of thallium. Osmium, in . 
its ordinary porous form, at once becomes osmic acid 
When caustic alkali is substituted for the acid the 
liquid rapidly assumes a deep yellow color, while a 
thin deposit of metal appears upon the cathode. 
Ruthenium behaves similarly when applied in the 
form of powder. Osmium-iridium, a compound de- 
composed with difficulty under ordinary circum- 
stances, immediately passes into solution when brought 
in contact with the positive electrode of a battery 
placed in a solution of sodium hydroxide, and imparts 
a yellow color to the alkaline liquid. A black* 
deposit of metal slowly makes its appearance upon 
the negative pole. 

The experiments, thus far described, are qualitative 
in their results. The first notice of the quantitative 
estimation of metals electrolytically was that of Gibbs 
(1864), when he published the results he had obtained 
with copper and nickel. Luckow, in alluding to this 
work a year later (1865), says : " I take the liberty to 
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observe that so far as the determination of copper is 
concerned, I estimated that metal in this manner 
more than twenty years ago, and as early as i860 
employed the electric current for the deposition of 
copper quantitatively in various analyses." It was 
Luclcow who proposed the name FJektro-Metall Ana- 
lyse for this new method of quantitative analysis. 
According to this writer the current may be applied 
as follows : — 

1. To dissolve metals and alloys in acids by which 
they would riot be affected unaided by the electric 
current. 

2. To detect metals like manganese and lead 
(silver, nickel, cobalt); separating them in the form 
of peroxides ; also manganese as permanganic acid. 

3. To separate various metals, e.g., copper and 
manganese from zinc, iron, cobalt and nickel. 

4. To deposit and estimate metals quantitatively, 
in acid, alkaline and neutral solutions. 

5. For various reductions, ^.^., silver chloride, basic 
bismuth chloride and lead sulphate, in order that the 
'metals in them may be determined. To reduce chro- 
mic acid to oxide, e.g., potassium bichromate acidu- 
lated with dilute sulphuric acid. 

These applications embrace nearly all that has since 
been accomplished by the aid of the current. In the 
same article to which Luckow calls attention to the 
facts recorded above, he describes minutely the method 
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pursued by him in the precipitation of metals. Refer- 
ence to these early experiments will show with what 
care and accuracy every detail was worked out. 
Luckow also announced " that all the lead contained 
in solution was deposited as peroxide upon the posi- 
tive electrode, and might be determined from the 
increased weight of the latter." This observation 
was fully confirmed by Hampe and, later, by W. 
C. May. 

Wrightson (1876) called attention to the fact that 
if solutions of copper were electrolysed in the presence 
of other metals, the latter greatly influenced the sepa- 
ration of the former. For example, with copper and 
antimony, the deposition of the copper was always 
incomplete when the antimony equaled one-fourth to 
two-thirds the quantity of the former. Notwithstand- 
ing, a complete separation of the two metals can be 
effected when the quantity of the antimony is small. 
A somewhat similar behavior was noticed with other 
metals. The deposition of cadmium, zinc, cobalt and 
nickel was apparently not satisfactory. 

Lecoq de Boisbaudran (1877) electrolysed the potas- 
sium hydroxide solution of the metal gallium, using 
six Bunsen elements with 20-30 c.c. of the concen- 
trated liquid. The deposited metal was readily de- 
tached when the negative electrode was immersed in 
cold water, and bent slightly^ 

The unpromising behavior of zinc solutions, ob- 
served by Wrightson, was fortunately overcome by 
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Parodi and Mascaznini (1877), who employed a solu- 
tion of the sulphate, to which was added an excess of 
ammonium acetate. Lead was also deposited in a 
compact form from an alkaline tartrate solution of this 
metal in the presence of an alkaline acetate. 

After Liickow's experiments upon manganese, little ■ 
attention appears to have been given this metal until 
Riche (1 HyS) published his results. While confirming ' 
the observations of Luckow, he discovered that manga- 
nese was not only completely precipitated from the 
solution of its sulphate, but also from that of the 
nitrate, thus rendering possible an electrolytic sepa- 
ration of manganese from copper, nickel, cobalt, zinc, 
magnesium, the alkaline earth and the alkali metals. 
Riche recommended that the deposited dioxide be 
carefully dried, converted by ignition into the proto- 
sesquioxide and weighed as such. According to this 
chemist, the one-millionth of a gram of manganese, 
when exposed to the action of the current, gave a 
distinct rose-red color, perceptible even when diluted 
tenfold. 

In zinc depositions Riche gave preference to a 
solution of zinc ammonium acetate containing free 
acetic acid. 

Luckow was the first to mention that the current 
caused mercury to separate in a metallic form, from 
acid solutions, upon the negative electrode. F. W. 
Clarke (1878) used a mercuric chloride solution, 
feebly acidulated with sulphuric acid, for this purpose. 
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The deposition was made in a platinum dish, using 
six Bunsen cells. Mercurous chloride was at first pre- 
cipitated, but it was gradually reduced to the metallic 
form. j. B. Hannay {1873) had previously recom- 
mended precipitating this metal from solutions of 
mercuric sulphate, but gave no results. 

Clarke, also, gave some attention to cadmium ; his 
results, however, were not satisfactory. A few 
months later the writer (1878) succeeded in depositing 
cadmium completely and in a very compact form 
from solutions of its acetate. Upon this behavior 
Yver (1S80) based his separation of cadmium from 
zinc. Furthermore, the writer found (1880) that the 
deposition of cadmium could be made from .solutions 
of its sulphate, contrary to an earlier observation of 
Wrightson. At the same time copper was completely 
separated from cadmium by electrolysing their solu- 
tion in the presence of free nitric acid. 

A very successful determination of both zinc and 
cadmium was published by Beilstein and Javvein in 
1879. They employed for this purpo.se solutions of 
the double cyanides. 

Heinrich Fresenius and Bergmann (1880) found 
that the electrolysis of nickel and cobalt solutions 
succeeded best in the presence of an excess of free 
ammonia and ammonium sulphate. 

Their experience with silver demonstrated that 
the best results could be obtained with .solutions 
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containing free nitric acid, and by the employment 
of weak currents. 

The writer showed (1880) that if uranium acetate 
solutions were electrolysed the uranium was com- 
pletely precipitated as a hydrated proto.sesquioxide ; 
and further, that molybdenum could be deposited as 
hydrated sesquioxide from warm solutions of am- 
monium molybdate in the presence of free ammonia. 
Very promising indications were obtained with salts 
of tungsten, vanadium and cerium. 

In a more recent (1880) communication from 
Luckow, to whom we are indebted for much that is 
valuable in electrolysis, is given a full description of 
his observations in this field of analysis, from which 
the following condensed account is taken. While it 
relates more particularly to the qualitative behavior 
of various compounds, its importance demands careful 
study. 

When the current is conducted through an acid 
solution of potassium chromate the chromic acid is 
reduced to oxide, whereas, if the solution of the oxide 
in caustic potash be subjected to a like treatment 
potassium chromate is produced. Arsenic and 
arsenious acid behave similarly. The same is true 
also of the soluble ferro- and ferri -cyanides and nitric 
acid. In the presence of sulphuric acid, ferric and 
uranic oxides are reduced to lower states of oxidation. 
Sulphates result in the electrolysis of the alkaline 
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sulphites, hyposulphites and sulphides, and carbonates 
from the alkaline organic salts. In short, the current 
has a reducing action in acid_ solutions, and the 
opposite effect in those that are alkaline. In the 
electrolysis of solutions of hydrogen chloride, bromide, 
iodide, cyanide, ferro- and ferri-cyanide and sulphide, 
the hydrogen separates at the electro -negative pole, 
and the electro -negative constituents at the positive 
electrode. Cyanogen .sustains a more thorough de- 
composition, the final products being carbon dioxide 
and ammonia. In the electrolysis of ferro- and ferri- 
cyanogen, Prussian blue separates at the positive 
electrode. In dilute chloride solutions hypochlorous 
acid is the only product, whereas chlorine is also 
present in concentrated solutions. In alkaline chloride 
solutions chlorates are produced as soon as the liquid 
becomes alkaline. In the iodides and bromides iodine 
and bromine -separate at the positive electrode, while 
bromates and iodates are formed when metals of the 
first two groups are present. Potassium cyanide is 
converted into potassium and ammonium carbonates. 
Concentrated nitric acid is reduced to nitrous acid ; 
however, when its specific gravity equals 1.2, this does 
not occur, at least not when a feeble current is used. 
Dilute nitric acid alone, or even in the presence of 
sulphuric acid, is not reduced to ammonia. If, how- 
ever, dilute nitric acid be present in a copper sulphate 
solution undergoing electrolysis, copper will separate 
upon the negative electrode and ammonium sulphate 
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will be formed. Solutions of nitrates, containing sul- I 
phuric acid, behave analogously. Phosphoric acid 1 
sustains no change. Silicic acid separates as a white ' 
mass, and boric acid, in crystals uniting to arborescent 
groups, at the positive electrode. 

In the Ber. d. d. chem. Gesellschaft for i8Si (Vol. 
14, 1622), Classen and v. Reiss presented the first of 
a series of papers upon electrolytic subjects, which 
continued through subsequent issues of this publica- 
tion. Their early work was devoted to the precipita- 
tion of metals from solutions of their double oxalates. 
They also elaborated excellent methods for antimony 
and tin. Many very serviceable forms of apparatus, 
intended for electrolytic work, were devised and de- 
scribed by them, and it must be conceded that through 
the activity of the Aachen School electrolysis acquired 
more importance in the eyes of the chemical public 
than it ever before possessed. The details of the 
more important methods proposed by Classen and 
his co-laborers will receive due mention under the 
respective metals. 

At the same time with and quite independently of '■ 
Classen, Rcinhardt and Ih!e proposed the double oxa- 
lates for tiie estimation of zinc clectrolytically ; and 
in this connection it may not be improper to mention. 
that as early as 1879, two years prior to the publica- 
tion of Classen's first communication, Parodi and Mas- 
cazzini (Gazetta chimica italiana, Vol. 8) announced 
that antimony and iron could be deposited completely 
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and in compact form by eiectrolysing the solutions 
of the sulpho-salts of the former and the chloride 
of the lattter in the presence of acid ammonium 
oxalate. 

In 1883, Gibbs recommended placing solutions of 
mercury, tin and cobalt in a beaker glass, on the 
bottom of which was placed a layer of mercury, 
which served as the negative electrode. Knowing 
the combined weight of the beaker and mercury, the 
increased weight, after precipitation and removal of 
the liquid, will give the quantitj- of metal under 
examination. This method is not applicable in the 
.case of antimony and arsenic. 

Three years later (1SS6) Luckow recommended a 
very similar procedure for the estimation of zinc. 

Moore (1886) also published new data upon the 
estimation of iron, cobalt, nickel, manganese, etc., full 
notice of which will appear under these metals. 

The most recent publications relating to electrolysis 
are those of Brand, who succeeded in effecting sepa- 
rations by utilizing solutions of the pyrophosphates of 
different metals, and those of Smith and Frankel, who 
have made an extended study of the double cyanides, 
and found thereby a number of very convenient 
methods of separation heretofore unrecorded. The 
results are given in detail in the following pages. 

The preceding paragraphs give a brief outline of 
what has been accomplished in the field of analysis by 
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electrolysis; for further information consult the fol- 
lowing 

Liter ATURE.—Jahrb., 1850, 602; C. r., 45, 449; Jr. f. pkt. Ch., 73, 
79; Chem. Soc. Quart. Joum., 13, 12; Jahrb., 1862, 610; Ann., 124, 
131 ; C. r., 55, 18; Ann., 146, 375 ; Z. f. a. Ch., 3, 334; Ding. p. Jr. 
(1865), 231 ; Z. f. a. Ch., 8, 23; 11, I, 9; 13, 183; Am. Jr. Sc. and 
Ar. (3d ser.), 6, 255 j Z. f. a. Ch., 15, 297; Ber., 10, 1098; Annales 
de Ch. et de Phy., 1878; Am. Jr. Sc. and Ar., 16, 200; Am. Phil. Soc. 
Pr., 1878; Z. f. a. Ch., 15, 303; Am. Ch. Jr., 2, 41 ; Berg-Htitt. Z., 
37, 41 ; Z. f. a. Ch., 19, I, 314, 324; Am. Ch. Jr., i, 341 ; B. s. Ch. 
Paris, 34, 18; Ber., 12, 1446; 14, 1622, 2771 ; 17, 1611, 2467, 2931; 
18, 168, 1104, 1787; 19, 323; 21, 359, 2892, 2900; Jr. f, pkt. Ch., 
24, 193; Z. f. a. Ch., 18, 588; 22, 558; 25, 113; Chem. News, 28, 
581 ; 53, 209. And the following will be found worthy of careful 
study: Ann., 36, 32; 94, i; Z. f. a. Ch., 19, i; Berg-HUtt Z., 42,. 
377; Z. f. a. Ch., 22, 485. 
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I. DETERMINATION OF THE DIFFER- 

ENT METALS. 

COPPER. 

Literature. — Gibbs, Z. f. a. Ch., 3, 334; Boisbaudran, B. s. 
Ch., Paris, 1867, p. 468; Merrick, Am. Ch., 2, 136; Wrightson, 
Z. f. a Ch., 15, 299; Herpin, Z. f. a. Ch., 15, 335 ; Moniteur Scien- 
tifique [3 sen], 5, 41; Ohl, Z. f. a. Ch., 18, 523; Classen, Ber., 14, 
1622, 1627 ; Classen and v. Reiss, Z. f. a. Ch., 24, 246; 25, 113; 
Rich^, Z. f. a. Ch., 21, 116; M akin tosh , Am. Ch. Jr., 3, 354; 
RUdorff, Ber., 21, 3050; Lucko w , Z. f. a. Ch., 8, 23. 

Dissolve 19.6 grams of pure copper sulphate in 
water, and dilute to i litre. Place 50 c.c. of this solu- 
tion (= 0.25 gram of metallic copper) in a clean plati- 
num dish, previously weighed. Connect the dish with 
a battery, whose current is sufficiently strong to effect 
the complete precipitation of the copper in the course 
of ten or twelve hours. The apparatus may be 
arranged as in the accompanying sketch (Fig. 16), 
page 48. 

A is an ordinary filter stand, upon the base of which 
is fixed a binding-post, ;r, to which is attached a heavy 
copper ring for the support of the platinum vessel. It 
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is in connection with the negative electrode of the bat- 
tery. The arm, y, has been shortened, and at its 
extremity there is a second binding-screw,/; the lat- 
ter holds the positive pole (a heavy platinum wire 
bent into a flat spiral-at its lower end), and the copper 
wire from the anode of the battery (the copper plate 
in a "Crowfoot" cell). It will be noticed that the 
current passes through the vessel, B (a Bunsen volta- 
meter), in which acidulated water is undergoing de- 
composition, the resulting gases being collected in d. 
Their volume serves to measure the strength of the 
acting current. Copper is very readily precipitated 
from solutions containing free nitric or sulphuric acid. 
Hydrochloric acid should never be present. 

Having arranged the apparatus as just described, 
add g-io drops of concentrated nitric acid to the solu- 
tion of the electrolyte ; cover the vessel with a perfo- 
rated watch crystal during the decomposition. To 
ascertain when the metaJ has been completely precipi- 
tated, add water to the dish ; this will expose a clean, 
platinum surface, and if in the course of half an hour 
no copper appears upon it, the deposition may be con- 
sidered as finished. Or, a drop of the liquid may be 
removed, and brought in contact with a drop of 
ammonium hydroxide or hydrogen sulphide, when, if 
a blue coloration or black precipitate is not produced, 
the deposition can be considered ended. 

As the precipitation has been made in an acid solu- 
tion, the current should not be interrupted until the 
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acid liquid has been removed, for in many cases the 
brief period during which the acid can act ilpon the 
metal will be sufficient to cause some of the latter to 
pass into solution. To obviate this, siphon off the 




icid liquid. The sketch (Fig. 17) shows how this can 
be done. A rubber tube of small diameter may be 
substituted for the glass siphon. As the acidulated 
water .is conveyed away by the latter, pour distilled 
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water into the dish. Empty the platinum dish twice 
in this way ; the current can then be interrupted with- 
out loss of copper. Finally, disconnect the dish, wash 
the deposit with hot water and then with alcohol. Dry 
the precipitated copper at a temperature not exceed- 
ing ioo° C; an air-bath, an asbestos plate, or warm 
iron plate will answer for this purpose. Do not weigh 
the dish until it is perfectly cold, and has attained the 
temperature of the balance-room. 

In the ordinary precipitations of copper from dilute 
nitric or sulphuric acid solution a current, giving 
0.3-0.5 c.c. oxy-hydrogen gas (electrolytic gas) per 
minute, will be amply sufficient. The deposition can 
also be made in a platinum crucible, or the copper can 
be precipitated upon the exterior surface of the same. 
This is sometimes convenient. Place the liquid under- 
going electrolysis in a beaker glass (capacity 100-250 
c.c), and suspend the crucible in it (Fig. 18); support- 
ing it there by a tight-fitting cork, through which 
passes a stout copper wire, w, in connection with the 
negative electrode of a battery. The positive electrode 
is a platinum plate projecting into the liquid. The end 
of the decomposition may be learned by pressing down 
upon ze/, or by adding water to the solution in the 
beaker. No further appearance of copper on the newly 
exposed platinum indicates the end of the precipita- 
tion. Raise the crucible from the liquid, wash the 
copper with water, then detach the vessel carefully 
from the cork, and dry as already directed. 
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Instead of using either of the suggestions first 
offered, substitute the apparatus of Riche (Fig. 19) if 
convenient. This consists in suspending a crucible 
within a crucible. The sides of the inner vessel are 
perforated so that the liquid will maintain uniform 



Fl<:. 18. 



yu-.. 19. 





concentration. It i.s practically the same as the device 
just described above. 

Copper can also bo precipitated from the solution of 
ammonium-copper oxalate. To this end the copper 
solution (sulphate or chloride) is treated with an ex- 
cess of a saturated solution of ammonium oxalate, 
care being taken that the entire volume does not 



DETERMINATION OF METALS — COPPER. S3 

exceed 170-200 c.c. A current liberating 0.1-0.3 c.c. 
oxy- hydro gen gas per minute will answer for the 
deposition, which will require about twelve hours. If 
the double oxalate solution be heated to 70°, and 
held at that temperature, the decomposition will be 
finished in five hours at the most. Use ferrocyanide 




■ of potassium to learn whether all the metal has been 
precipitated. Wash and dry as already instructed. 

Rudorff obtained excellent results with the follow- 
ing conditions: 0. 1-0.3 gram of metallic copper in 100 
c.c. water, to which were added 2-3 grams of potas- 
sium or ammonium nitrate, and 10 c.c. of ammonium 
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hydroxide. A current giving 0.5 c.c. oxy-hydrogen 
gas per minute will throw out the copper from this , 
solution. 

Moore advises dissolving the recently precipitated' j 
copper sulphide, obtained in the ordinary course of 1 
analysis, in potassium cyanide; and, after the addition 
of an excess of ammonium carbonate, electrolyses the 
warm {70°} solution. 

In the analysis of commercial copper Luckow em- 
ployed the apparatus pictured in Fig. 20. The beaker 
{a) contains the electrolyte, and the metal is precipi- 
tated upon the cylinder of platinum (^). It is a very 
satisfactory device for almost any kind of electrolytic 
work. 

Foote (Am. Ch, Jr., 6, 333) has also described a 
very excellent improvement in the apparatus intended 
for the electrolytic precipitation of copper. 



CADMIUM. 

Literature.— Bcr., 11,1048; Smith, Am. Phil. Soc. Fr., 1878; 
CUike, Z. £ a. Cli.,ia, T04; BeiUteia and Jawein, Ber., is, 
759; Smith, Am. Ch. Jr., a, 42; Lu cko w, Z. f. a. Cb., 19. 16 ; 
Wrighlaon, Z. f. a. Ch„ 15, 303; Classen mid v. Reiss, Ber., 



Cadmium can be determined elect rolytically as 
readily as copper. Prepare a solution of the chloride 
or sulphate of definite strength. Remove go c.c. to a 
suitable, weighed platinum vessel. Add one gram of 
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pure potassium cyanide; dilute with water to 150-200 
■C.C., and then connect witli five or six " Crowfoot " 
cells in the same manner as directed under copper. 
Introduce the voltameter as there indicated. It is well 
to commence the decomposition in the evening, and 
by morning the metal will be fully deposited. A 
current yielding 0.3 c.c. electrolytic gas per minute 
will precipitate 0.2 gram metal in this time. To ascer- 
tain whether the precipitation is complete, raise the 
level of the liquid in the platinum dish. In washing, 
it will not be necessarj- to siphon off" the supernatant 
liquid; it can be poured off, after interruption of the 
current, without loss of metal from re-solution, Wash 
the deposit with cold and hot water. Dry upon a 
warm iron plate (temperature not exceeding loo" C), 

Cadmium may also be precipitated from a solution 
of its sulphate containing a small amount of free sul- 
phuric acid {2 c.c. H1SO4, sp. gr. 1.09 for o.i gram 
cadmium). When operating with a solution of this 
character, use a current generating 5 c.c. electrolytic 
gas per minute. Two Bunsen cells will answer, 
although it may be necessary to reduce the current to 
some degree ; this can be accomplished by introducing 
one of the resistances described on pages 26 and 27, 
Arrange the apparatus as under copper. The pre- 
cipitation takes place at the ordinary temperature. 

Cadmium can also be deposited quite readily, and 
in a crystalline form, from its acetate solution. In 
this case the liquid, containing an excess of frae. ■sj^^'i;^ 
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1 acid, is heated to 70-80° during the decomposition. 

j The apparatus can be arranged as in Fig. 21. The 
platinum dish is placed in a water bath, and the current 
made to pass through R (resistance frame) and V 

' (voltameter). An asbestos plate may be substituted 



for the water bath. The current should give \%—2 
c.c. of oxy-hydrogen gas per minute. This will insure 
the precipitation of 0.12-0.15 gr^m of cadmium in 
five to .six hours. When the precipitation is completed, 
detach the dish, wash the deposited metal first with 
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warm water, then with absolute alcohol, and finally 
with ether. Dry upon a moderately warm plate. 

If desired, the metal can also be precipitated from 
the solution of the double oxalate of ammonium and 
cadmium (see Copper). 

In the usual course of gravimetric analysis cad- 
mium is obtained as sulphide. To prepare it for elec- 
trolysis dissolve the same in nitric acid, and after 
expelling the excess of the latter, add a small amount 
of potassium hydroxide (sufficient to precipitate the 
cadmium), and follow this with an excess of potassium 
cyanide (i to 2 grams). Proceed further as already 
directed. 

MERCURY. 

LciKRHTUKE.— l)er.,6, 270; Clarke. Am. Jr. Sc. and Ar., 16, aoo; 
Classen and Ludwig, IJer., 19, 323; HofikiQSon, Am. Ch. Jr., B, 
209: Smith and Knerr, i//iW. ; Smith and Franksl, Am. Ch. Jr., 

In preparing solutions for experimental purposes, 
use either mercuric nitrate or chloride. A current 
equivalent to 0.5—1.0 c.-c. electrolytic gas per minute 
will precipitate 0.3 gram of mercury from such solu- 
tions (add a slight amount of free nitric acid) in twelve 
hours. The deposit will be drop-like in appearance. 
Even in the presence of considerable free nitric acid 
it has been found that a current of 4 c.c. electrolytic 
gas per minute will suffice to precipitate as much as 
0,10 gram of metal in 30 to 45 minutes. In such cases 
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the acid liquid must be removed before the interrup- 
tion of the current occurs. 

A mercuric chloride solution, feebly acidulated 
with sulphuric acid, gradually yields its metal to 
a current, giving 5-6 c. c. oxy-hydrogen gas per 
minute. Always wash the deposited metal with cold 
water. 

From experiments made in this laboratory the writer 
prefers and would especially recommend solutions of 
the double cyanide of mercury and potassium for the 
electrolytic deposition of mercury. A current of 0.2 
c.c electrolytic gas per minute will precipitate from 
0.10-0.20 gram of metal in twelve hours. This pro- 
cedure requires no further attention after it is once 
set in operation. The deposit is always compact, 
and gray in color. Use water only in washing it, 
for alcohol seems to detach some of the metallic 
film. The quantity of alkaline cyanide present may 
vary from 0.26-2.6 grams (KCN) for every gram of 
mercury. 

In general analysis mercury is frequently obtained 
as sulphide. Its determination in this form requires 
time and exceeding care. As a substitute for this the 
writer would advise the solution of the sulphide in 
acid, and after neutralizing the excess of the latter 
with caustic alkali, add an excess of pure potassium 
cyanide, and electrolyse as above indicated. It is best 
to use a platinum dish as the negative electrode, and 
a platinum spiral (p. 49) for the anode. Dry the 
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deposit on a moderately warm plate, or over sulphuric , 
acid. " Crowfoot " cells are well adapted for decom- 
positions of this kind. 



:;h., 19,16; Classenandv. Re 
ith, Am. Ch. Jr., 5, II4; Moi 
I Kncrr, Am. Ch. Jr., 8, : 
liaaberg, Ber, 19, 326; lira 



I.ITF.RATUBE.— LuCkow 
Ber., 14, 1622; Thomas a 
Ch. News, 53, aog; Sm 
Schucht, Z. f, a. Ch., 22, , 
Z. f. a. Ch., aa, 596. 



Prepare a solution of definite value as directed 
under the preceding metals. To a portion of it add 
an excess of a cold ammonium oxalate solution, and 
act upon the mixture with a current of o. lO c.c. oxy- 
hydrogen gas per minute. Those who have employed 
this method find that the deposit is not very adherent, 
and great care must be taken to expose as large a pla- 
tinum surface as possible. If metallic particles do sepa- 
rate, collect them upon a small filter and weigh alone, 

EUasberg advises bringing the solution of thfe metal 
into a weighed platinum dish, and then adding lo c.c. 
of a potassium oxalate solution (i :3). Heat is applied, 
and solid ammonium oxalate is introduced until com- 
plete solution ensues. Dilute to 170-180 c.c, and 
warm to 70-80° C, while the current acts. The latter 
should be so feeble that the liberation of gas in the 
voltameter is scarcely perceptible. In sixteen hours 
the greater portion of the metal will have se»;a.";^)isA^ | 
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and then oxalic acid is added to distinct acid reaction. 
As soon as the metal is fully precipitated, interrupt the 
current and wash the deposit with water. Take special 
pains in drying, so that the metal does not oxidize. 

Experiments made in this laboratory demonstrate 
that by electrolysing the sulphate, an alkaline citrate 
solution, or one containing free citric acid, the bis- 
muth will be rapidly and completely precipitated. In 
some cases the deposits were made in small platinum 
crucibles, while others were thrown upon the exterior 
surface of the crucibles arranged as under Copper. If 
peroxide should separate upon the anode in the electro- 
lysis of citrate or sulphate solutions of bismuth, it will 
disappear before the decomposition is fully ended. 
Heat is not required. The best results were obtained 
I with solutions of the sulphate, containing free sul- 
I phuric acid. For example: 0.1542 gram of bismuth, 
[ as sulphate, 3 c.c. sulphuric acid (1.09 sp. gr.),and 150 
c. c. of water, required a current giving 3 c.c. oxy- 
I hydrogen gas per minute, for a period of three hours, 
I to efiect the complete separation of the metal. The 
latter was quite compact and offered no difficult^' in 
I washing with water and alcohol. An air-bath was 
ised for drying purposes. 
Moore recommends the following method: add 
[ sufficient tartaric acid to the bismuth solution to 
prevent the precipitation of a basic salt, then, after 
;ndering the solution slightly alkaline with ammon- 
im hydroxide, add a considerable excess of glacial 
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(horic acid, so that the solution has a strong acid 
reaction. The current should give 0.33-0.50 c.c. 

electrolytic gas per minute, at first, but this must be 
increased at last to 7.5 c.c. per minute. The deposit 
at the beginning of the deposition is loose, but 
gradually becomes hard and compact. 

Brand's recommendation consists in adding to a 
somewhat dilute acid solution of bismuth from four 
to five times as much sodium pyrophosphate as will 
be necessary to form the double salt. Ammonium 
carbonate is then carefully introduced until the re- 
action of the liquid is distinctly alkaline, when 3-5 
grams of ammonium oxalate are added. The total 
dilution should be about 200 c.c. The electrolysis is 
commenced with a current giving o.i— 1.0 c.c. electro- 
lytic gas per minute, although toward the close it will 
be necessary to increase the same to 3-3 c.c. per min- 
ute. By following these instructions 0.2500 gram of 
bismuth can be precipitated in twelve hours. When 
considerable quantity of metal is present in solution a 
feeble current should be used at first. If the peroxide 
appears upon the anode in the course of the decompo- 
sition, redissolve it in a few drops of a concentrated 
solution of oxalic acid. However, this should not be 
done until there is no further separation of metal upon 
the cathode. The final reduction is ascertained by 
testing with hydrogen sulphide. The metal is said 
to sustain a superficial oxidation, hence it is converted 
into oxide and weighed as such. 
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The metal may be obtained by electrolysing so- 
.utionsofthe double oxalate (ifC Copper and Cadmium), 
le acetate, the oxide in sodium hydroxide, or the 
phosphate dissolved in the latter reagent. A current 
of 0.1-0.2 c.c. electrolytic gas per minute, i.s sufficient 
for this purpose. While the metal separates well from 
either one of these solutions, difficulty is experienced 
in drying the deposit, for the moist metal almost in- 
variably suffers a partial oxidation, thus rendering the 
results high. The deposit can be dried, without oxid- 
tation, in an atmosphere of hydrogen, but for the in- 
experienced operator this procedure offers little satis- 
faction. It is, therefore, better to utilize the tendency 
of lead to separate, from acid solutions, as the dioxide. 
For trial purposes make up a definite volume of lead 
itrate. Electrolyse several portions (^o.i gram lead 
ich) in a platinum dish connected rwV/i the anode of a 
battery, giving 0.1-0.2 c.c. electrolytic gas per minute. 
In order that the lead may be precipitated wholly 
as dioxide upon the positive electrode and none in 
metallic form upon the cathode, it is necessary that 
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the solution being analyzed should contain from ten 
to twenty per cent, of free nitric acid. This quantity 
of acid is required when lead alone is present in so- 
lution. In the presence of other metals the complete 
deposition of the lead as dioxide occurs with even 
less acid (eight per cent.). At the end of the precipi- 
tation siphon off the acid liquid, and wash in the dish, 
then dry the deposit at 1 10° C, and weigh. Reference 
to the literature shows that May preferred, after dry- 
ing the deposit, to carefully ignite it and finally weigh 
as lead oxide (PbO). This deportment of lead affords 
an excellent method by which to separate it from 
other metals, e.g.^ mercury, copper, cadmium, silver, 
and all those soluble in nitric acid, or those which, in 
a nitric acid solution, are deposited upon the electro- 
negative pole of a battery. 

The analysis of an alloy of lead, bismuth and 
copper can be most satisfactorily made by employing 
electrolytic methods (see Separations). 



SILVER. 

Literature. — Luckow, Ding. p. Jr., 178, 43, Z. f. a, Ch., 19, 
15; Fresenius and Bergmann, Z. f. a. Ch., 19, 324; Krutwig, 
Ber., 15, 1267; Schucht, Z. f. a. Ch., 22, 417; Kinnicutt, Am. 
Ch. Jr., 4, 22. 

The experiments of Luckow showed that this metal 
could be deposited from solutions containing as high 
as eight to ten per cent, of free nitric acid. The 
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deposit was spongy, and there was a simultaneous 
deposition of silver peroxide at the anode. This was, 
however, prevented by adding to the solution some 
glycerol, lactic or tartaric acid. A voluminous mass 
was also obtained from silver solutions, containing an 
excess of ammonium hydroxide or carbonate, and per- 
oxide appeared at the same time upon the anode. 

Fresenius and Bergmann, who have given the elec- 
trolysis of acid solutions of silver particular study, 
observed that the tendency of the metal to sponginess 
is most marked when the electrolyte is concentrated, 
and acted upon by a strong current. In a dilute 
liquid, the current being feeble, the deposit was com- 
pact 3nd metallic in appearance (free acid should be 
present). From neutral solutions, although very 
dilute, the metal is separated in a flocculent condition 
by the feeblest currents, Therefore, to obtain results 
that would answer for quantitative analysis, the fol- 
lowing conditions were adopted : The total dilution 
of the solution was 200 c.c; in this there was 0.03 
gram-.04 gram silver, and 3-6 grams of free nitric 
acid. The poles were separated about i cm. from 
each other, while the current gave 100-150 c.c. elec- 
trolytic gas per hour. 

In the experiments of Freseniu.s and Bergmann, 
apparatus similar to that in Fig. 22 was employed. 
It has some decided advantages. Both spiral {a) and 
cone {d) are constructed of platinum. The metallic 
deposition, it will be understood, occurs upon the 
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cone, the sides of which are perforated, so that a uni- 
form concentration of liquid is preserved throughout 
the decomposition. When Hquid electrolytes contain 
much iron, it is essential that the oxygen liberated 
within the cone should be equally distributed over its 
outer surface. This is made possible through open- 
ings. The shape of the cone also prevents loss from 



Fig 22. 




■t- - 




the bursting of the bubbles, arising from the platinum 
spiral in connection with the anode. 

Krutwig advises adding a large excess of ammo- 
nium sulphate to the silver solution, previously made 
alkaline with ammonium hydroxide, and employs a 
current giving 150 c.c. electrolytic gas per hour, but 
after half an hour the latter is increased to 300 c.c. of 
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gas per hour. In this way, o.i gram of silver is 
precipitated in two hours. 

The writer's experience has chiefly been with solu- 
tions of silver containing an excess of alkaline cyanide 
(i gram KCN for 0.2-0.3 gram silver). With these 
peroxide separation does not occur, and a very weak 
current will precipitate 0.15-0.20 gram metal in ten 
hours from a cold solution. The precipitation can 
be made either in a platinum dish or crucible as 
cathode. 

Chlorine, bromine and iodine can be indirectly 
estimated electrolytically by first precipitating them 
as silver salts, then dissolving the latter in potassium 
cyanide, and exposing the resulting solution to the 
action of a current from three to four " Crowfoot " 
cells. 

Luckow reduced silver chloride by placing it in a 
platinum dish, serving as the negative electrode, cov- 
ered it with dilute sulphuric or acetic acid, and allowed 
the positive electrode to project into the solution. 
Four Meidinger cells were strong enough to reduce 
o.i gram silver chloride in ten minutes. The deposit, 
while spongy, was adherent. It was washed with 
water and then thoroughly dried to insure the absence 
of any acid. (See the reference to Kinnicutt's experi- 
ments ; also Prescott and Dunn, Jr. An. Ch., 3, 373.) 
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rZINC. 
Literature. — WriglitEon, 7-. f, a. Ch., 15, 30J; Parodi and 
Ma3CazziQ[, Ber., 10, 109S. Z. f.a. Ch., 18. SS7; RicliS. Z. f, a- Ch., 
17, S16; BeiUleinand Jawein, Ber.,I2,44l3, Z, f. a, Ch., 18, 588; 
Rich^, Z. f. a. Ch.,ii, 119; Reinhardt and Ihle, Jr. f. pkt. Ch.^ 
[N. F.], 24, 193 ; Classen and V. Reiss, Ber., 14, l62z; Gibbs, 
Z. r. a-Ch., aa, 55S; Luckow. Z. f. a. Ch., aj, 113. 
Much has been written upon the electrolytic esti- 
mation of zinc. The personal experience of the writer 
inclines him to give preference to the method sug- 
gested by Parodi and Mascazzini. They recommended 
that the metal be present in solution as sulphate ; its 
quantity may vary from o. 1-0.25 gram. To it add 4 c.c. 
of a solution of ammonium acetate, 20 c.c. citric acid, 
^^L and dilute to 200 c.c. with water. The electrodes are 
^^M then introduced into the liquid, their distance apart 
^^r being not more than a few millimetres. The precipi- 
tation can be made in a beaker glass, using a weighed 
platinum cone {Fig. 22) a,s the cathode. The current 
for this purpose should give 250-300 c.c. electrolytic 
gas per hour. When the precipitation of metal has 
ended, which may be ascertained by removing a small 
quantity of the liquid with a capillary tube and bring- 
ing it in contact with a drop of a solution of potassium 
ferrocyanide, remove the bulk of the liquid with a 
siphon. Wash the deposit with water and alcohol. 
There is no danger of oxidation during the drying 
process. It will be discovered on dissolving the pre- 
cipitated zinc that a considerable quantity of the metal 
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■reniaiiis unattacked, but this can be removed by gently 
■heating the residue with air contact, then fusing it 
with potassium bisulphate. 

Beilstein and jawein add sodium hydroxide to the 
solutions of zinc nitrate or sulphate, until A precipitate 

; produced, and dissolve it in potassium cyanide. 
The decomposition is carried out in a rather large 
faeaker glass, the cathode being either the platinum 
cone already described {p. 65), or a rather large plati- 
num crucible suspended from a cork (p. 52), perforated 
,by a copper wire, touching the inner surface of th^ 
■crucible. Four Bunsen cells (usual size) are sufficient 
for the precipitation. Wash the deposit as instructed 
above. 

Reinhardt and Ihle have objected to nearly all the 
methods which have been proposed for the electrolytic 
estimation of zinc. They say of the Beilstein and 
Jawein method .... that the results are fairly good, 
.... but a strong current is necessary, otherwise the 
precipitation of the zinc is slow and incomplete, .... 
the positive pole diminishes in weight very appreciably, 
.... finally, working with potassium cyanide is very 
unpleasant. The writer's experience has proved that 
a current considerably less than that which Beilstein 
and Jawein first recommended will throw out all the zinc 
in the course of a night, and further that the anode 

. not appreciably affected. The method suggested 
by Reinhardt and Ihle is, however, very excellent 
■and deserves trial by all interested in the electrolytic 
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estimation of zinc. Its essential features, taken from 
their publication, are these: Mix the solution of 
zinc sulphate or chloride, neutral as possible, with an 
excess of neutral potassium oxalate, until the pre- 
cipitate, which appears at first, redissolves. A current 
giving 90 c.c. electrolytic gas per hour will answer for 
complete precipitation. 

The immediate decomposition of the zinc oxalate 
is into zinc and carbon dioxide (two molecules), and 
the potassium oxalate into carbon dioxide (two mole- 
cules) and potassium ; the latter then reacts with the 
water, so that while an abundant liberation of hydrogen 
occurs at the cathode, the alkali simultaneously set 
free is converted into acid potassium carbonate by the 
carbon dioxide at the anode : — 

ZnCjO^ + K2C2O4 = (Zn -f 2KOH + H^) + 4(:02. 

Cathode. Anode. 

2KOH -f 2CO2 = ^CO^'q^- 

Therefore, just as long as zinc oxalate is being 
decomposed, considerable evolution of gas is notice- 
able at the positive electrode, and when this dimin- 
ishes, and occasional bubbles escape, the decomposi- 
tion is complete, and the deposition of metal may be 
considered finished. 

Free oxalic acid, or any other acid, is not injurious 
if there is a sufficient quantity of potassium oxalate 
present. Nitric acid, however, free or combined, should 
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be avoided ; it gives rise to ammonium salts, which 1 
prevent the zinc from separating in a dense form. The I 
acid potassium carbonate produced during the decom- 
position offers great resistance to the current; it is, 
therefore, advisable to add potassium sulphate to the 1 
solution to increase its conductivity. Reinhardt and j 
Ihle recommend the following solutions for use in ' 
decompositions like that just described : i66 grams of J 
potassium oxalate in i litre of water; 250 grams of I 
potassium sulphate in i litre of water, and a solution [ 
of oxalic acid saturated at 15° C. 

Experiments. — (i) 40 c.c. of a solution of zinc sul-1 
phate (^^ 0.1812 gram metallic zinc), to which were I 
added 50 cc. of potassium oxalate and _ioo c.c. ofB 
potassium sulphate, were electrolysed with a current.W 
giving 109 c.c. of electrolytic gas per hour. After 1 
five hours tl»e current was interrupted. The precipi- 
tated zinc weighed 0.1814 gram. (2) 2.1867 grama 
brass {containing tin, copper, iead and zinc) were dis- 
solved in nitric acid and the tin determined in the j 
usual gravimetric way. Its quantity was found to be j 
0.04 per cent. In the filtrate, containing nitric acid, [ 
lead and copper were determined simultaneously by- ■ 
electrolysis (the copper separated upon the cathode 1 
and the lead as dioxide upon the anode) :- 



The acid liquid was siphoned off" from the deposits, . 
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evaporated to dryness with sulphuric acid, neutral- 
ized with caustic potash, and then to this (loo c.c. in 
voJume) solution were added 50 c.c. of a solution 
of potassium oxalate and 100 c.c. of a solution of 
potassium sulphate. The zinc found equaled 34.50 
per cent. 

When using this method employ a stout platinum 
wire, wound to a spiral at the one end, for the anode, 
and 3 platinum cone for the cathode. To avoid the 
peculiar spots which electrolytic zinc shows upon a 
platinum surface, it will be best to first coat the nega- 
tive electrode with copper (5 grams). In dissolving 
the precipitated zinc, use rather dilute nitric acid. 
The copper layer will be but slightly attacked, and 
after washing and drying will serve for further depo- 
sitions. Wash the zinc deposit with water, alcohol 
and ether; dry in a desiccator. Oxidation is liable to 
occur if an air bath be used for the drying. 

Riche employs "a solution of the acetate with an 
excess of ammonium acetate, obtained by supersatu- 
ration with ammonia, and acidifying with acetic acid." 
This method affords good results, as may be seen 
from the following determination : 0.4736 gram of zinc 
sulphate was dissolved in 200 c.c. of water, to which 
were added three grams of sodium acetate and ten 
drops of ordinary acetic acid. The current gave 3 c.c. 
of electrolytic gas per minute. After two hours O.I 063 
gram of metallic zinc was obtained, the required 
quantity being 0.1073 gram. 
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Moore seems to have obtained exceedingly satis- 
factory results by precipitating a solution of zinc 
sulphate with sodic phosphate, then adding an excess 
of ammonium carbonate, and after dissolving the pre- 
cipitate in potassium cyanide, the solution was elec- 
trolysed at a temperature of 80° with a current giving 
1000 c.c. electrolytic gasper hour. The metal was 
deposited upon a silver-plated electrode. 

A very convenient stand for electrolytic work and 
suitable in the zinc depositions has been described by 
V. Malapert (Z. f a.- Ch., 26, 56), and since conve- 
niently modified by Herrick (Jr. An. Ch., 2, 167). ^B 



NICKEL AND COBALT- 
LiTERATURE— Cibbs, Z. f, a. Ch.,3, 336; 7,. f. fl. Ch.. II. 10; 32, 
558; Merrick, Am Ch., a, 136; Wrightsoo. Z. f. a. Ch., 15, 300, 
303,333; Schweder, Z. f. a. Ch., 16, 34+1 Cheney and Richards, 
Am.Jr.Sc.and Ar. [3],i4, 17S; Ohl, Z. f. 1. Ch., 18, 523; Luckow, 
Z. f. a. Ch., 19, r6; Bergmann and Fresenius, Z. f. a. Ch., tg, 
314; Rich*, Z. f. a. Ch., ai, tl6, 119; Classen and v. Reis, Ber., 
14, 1622, 2771; Schucht. Z. f. a. Ch., 21,493; l^ohn and Wood- 
gate. Jour. Soc. Chetn. Indnatry, 8, 256. 

These metals are precipitated from solutions of their 
double cyanides, double oxalates, and sulphates mixed 
with alkaline acetates, tartrates and citrates, or from 
ammoniacal solutions. The latter seem best adapted 
for nickel depositions, the presence of ammonium 
sulphate or .sodium phosphate being favorable to the 
precipitation. 
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Fresenius and Bergmann, who have carried out a 
series of experiments with nickel and cobalt, give the 
following as satisfactory conditions : 50 c.c. nickel 
solution (=0.1233 gram nickel), 100 c.c. ammonia 
(sp. gr. 0.96), 10 c.c. ammonium sulphate (305 grams 
of the salt in i litre of water), 100 c.c. of water; sepa- 



FiG. 23. 
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ration of the electrodes >^-^ cm. : time, four hours. 
Current, 300 c.c. electrolytic gas per hour. The nickel 
found was 0.1233 gram. Apparatus suitable for the 
decomposition just described is represented in Fig. 
23. The metal is deposited upon the weighed plat- 
inum cone in the beaker glass, C. The vessel is covered 

F 
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with a ylass lid having suitable apertures for the posi- 
itive and negative electrodes. As soon as the blue- 
colored liquid becomes colorless, an indication that 
the metal is completely precipitated, remove a few 
drops and test with a solution of potassium sulpho- 
carbonate. If the latter causes only a faint rose-red 
coloration the deposition of metal may be considered 
complete. It is not advisable to interrupt the current 
or to remove the cone from the electrolysed liquid 
until the latter has been replaced by water. This is 
effected by the vessels to the left of the figure: A 
I aspirator, filled with water; B is air-tight and 
empty; x is a doubly bent tube extending to the 
bottom of C. Open p and the liquid in C is gradually 
transferred to B. Add fresh water in C. Ammonium 
chloride should not be present in the solution under- 
going electrolysis. 

The statements upon nickel also apply to cobalt. 
An experiment, taken from the article of Fresenius 
and Bergmann is here given as a guide in determin- 
ijng cobalt: 50 c.c. of cobalt sulphate (= O.1286 gram 
cobalt), 100 c.c. of ammonia, loc.c. of ammonium sul- 
phate, 100 c.c. water ; current, 300 c.c. electrolytic gas 
per hour; separation of electrodes, 'A-}i cm. Time, 
£ve hours. The deposited cobalt weighed 0.1286 
gram. 

Use potassium sulpho-carbonate to test wiien the 
metal is fully reduced; it gives a wine-yellow colora- 
tion with even the most dilute solutions of cobalt salts. 
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When too little ammonia is present in the electro- 
lyte the results are bad; too much of this reagent 
retards the deposition of the cobalt 

When precipitating these metals from the solutions 
of their double oxalates, the conditions should be 
similar to those indicated under Iron (p. 78). 

The writer has electrolysed cobalt compounds con- 
taining an excess of an alkaline acetate (jf^ Zinc) with 
perfectly satisfactory results, and would recommend 
such solutions for this particular metal. 



MANGANESE. 

Literature. — 'L. f. a. Ch., 11, 14; Richfi, Ann. de Giim. e( de 
Phys. [Sthser.], 13,50a; Luckow, Z. f. a, Ch., 19, 17; Schuchl, 
Z. f.a. Ch., ai,493; Classen and i. Reiss, Ber.,14, l6z2 ; Moore, 
Ch. News, S3, 209; Smith and Fran kel, Jr. An. Ch., 3, 385; CU. 
News, 60, a6j; Brand, Z. f. a. Ch., aS, 581. 

The electric current causes this metal, when in solu- 
tion as chloride, nitrate or sulphate, to separate as the 
dioxide upon the anode [sec Lead). In a solution of 
nitric acid, the hydrogen set free reduces the acid to 
oxides of nitrogen and, finally, to ammonia. Hence, 
when the liquid becomes alkaline or only sUghtly acid, 
peroxide will also separate upon the cathode; it will 
be necessary to remove this by means of a strip of 
paper, and ignite the same along with the greater bulk 
of dioxide, weighing all finally as MnjO,. As long 
as manganese alone is present in the solution, this 
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separation at both electrodes will not cause a si 
result; but in electrolysing a nitric acid solution con- 
taining manganese, magnesium or aluminium, the re- 
sults will be high. For this reason a solution of the 
sulphate, slightly acidulated with two to six drops of 
sulphuric acid, is preferable for electrolytic purposes, 
Riche advises connecting a platinum crucible or dish 
with the anode of a battery, warming the solution, 
during the deposition, upon a water-bath (/o^-po^), 
and then electrolyses with a current generating 
3 c,c. of oxy-hydrogen gas per minute. Arrange 
the apparatus as directed under Cadmium. As 
soon as the manganese has been fully precipitated 
as dioxide, the current is interrupted, the deposit 
washed with water, and should any of the dioxide 
become detached, it must be caught upon a small 
filter, then dried, ignited and weighed, together with 
the adherent dioxide, which is changed to Mn,0« 
before weighing. In the presence of large quantities 
of iron, this precipitation is unsatisfactory; therefore, 
first remove the iron with barium carbonate. Tartaric, 
oxalic and lactic acids retard the formation of manga- 
nese dioxide. The same is true of phosphoric acid. 
Potassium sujphocyanide also prevents its formation, 
and, if added to solutions in which dioxide is already 
precipitated, it causes the same to redissolve. 

The apparatus devised by Herpin (Fig, 24) can be 
well applied in the decomposition of manganese salts, 
It consists of a platinum dish, A, resting upon a tripod. 
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B, in connection with the cathode of a battery. The 
upper portion of the dish is so constructed that it 
will support an inverted glass funnel, D, Any loss 
from the bursting of bubbles is prevented by this 

Fig. 24. 





means. The anode is a platinum spiral C, In esti- 
mating manganese it must not be forgotten to connect 
the dish with the anode of the battery employed for 
the decomposition. 
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IRON. 

Literature.— Wrighison. Z. f. a. Ch., 15, 305; Parodi and 
Ma>c«zzini,G. Ch. ital., BjalsoZ f. a. Ch., J8, 588; Lnckow, Z. 
£ a. Ch., ig, 18; Classen aad v. Reiss, Ber., 14, 1622; Moore, 
Ch. News, 53, 209; Smith, Am, Ch. Jr., 10, 330; Brand, Z. f. a. 
Chem., 28, 581. 

In the historical sketch p. 44, it was mentioned 
that Parodi and Mascazzini found that iron could be 
precipitated from solutions of its double oxalates. 
This suggestion has since been greatly elaborated by 
Classen, and by him applied to many other metals. 
Following the recommendation of this chemist the 
iron salt is placed in a weighed platinum dish con- 
nected with the cathode of a battery, and to this are 
added 1-3 c.c. of a solution of potassium oxalate 
{i :3), and 25 c.c. of water. 3-4 grams of ammo- 
nium oxalate are next introduced into this liquid and 
dissolved by the aid of heat, and the entire solution 
then diluted to 2CX> c. c, and electrolysed with a cur- 
rent generating 12 c. c. of electrolytic gas per minute. 
It is necessary to increase this toward the end of the 
reduction, to insure the complete deposition of the 
metal. Test the clear liquid, acidulated with hydro- 
chloric acid, with potassium sulphocyanide. The 
solution should be hot (70°) during the decomposi- 
tion. The deposited iron has a steel-gray color; it 
should be washed with water, alcohol and ether. 
Avoid the presence of chlorides and nitrates. Hy 
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carefully complying with the conditions recommended 
by Classen good results are sure to follow. To show 
that persons with but little experience can obtain 
satisfactory results the two following determinations, 
made by a student, are given: A quantity of ferric 
ammonium sulphate (^ 0,0814 gram iron) was dis- 
solved in 200 c. c. of water, and to this were added 
eight grams of ammonium oxalate. The solution 
was heated to So°, and in two hours, with a current 
of ig c. c. electrolytic gas per minute, 0.0814 gram 
of iron was obtained. In a second experiment, the 
quantity of iron was doubled (^ 0.1628 gram iron), 
while the ammonium oxalate was 11 grams, tempera- 
ture 66° and the current 10 c. c. electrolytic gas per 
minute. The precipitated iron weighed 0.1619 gram 
instead of 0.1628. 

The writer found the following procedure admirably 
suited for iron determinations: lo c. c. iron solution 
(r= 0.0300 gram metal), 20 c, c. sodium citrate (28 
grams in J^ litre) with a little free citric acid, then diluted 
with water to' 150 c. c. Current, I3 c.c. electrolytic 
gas per minute. In four hours 0.0303 gram iron was 
precipitated from the cold solution. The deposit was 
washed as already directed. In several determina- 
tions aluminium and titanium were present witii tlie 
iron, but the latter was precipitated free from the other 
two. 

A third method, originated by Moore, advises that 
glacial phosphoric acid (i$'fc acid) be added to the 
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distinctly acid solution of ferric chloride or sulphate, 
until the yellow color fully disappears, then a large 
excess of ammonium carbonate added and gently 
warmed until the liquid becomes clear. On electrolys- 
ing the hot (70°} solution by a current equal to 1200 
r c.c, electrolytic gas per hour, the iron is rapidly and 
. completely deposited at the rate of 0.75 gram per hour. 
j The end of the decomposition is recognized by test- 
t ing a portion of the solution with ammonium sulphide. 
I Wash the deposit as already directed. 



URANIUM. 
Literature.— Lnckow, Z. f. a. Ch., 19, 18; Smith, Am. Ch, 
\ Jr.. I. 3»9- 

For electrolytic purposes use the acetate or any of 
[ the salts to which an alkaline acetate has been added 
I in large excess, together with a few drops of free acetic 
' acid. The dish in which the deposition is made is 
placed upon a water-bath, and connected with the 
negative electrode of a battery giving 2—3 c.c. of elec- 
trolytic gas per minute (see Cadmium). Heat the 
liquid to 70° throughout the entire decomposition. 
I The uranium separates as yellow uranic hydroxide 
upon the cathode; by the continued action of the 
current it changes to the black hydrated protosesqui- 
oxide. As soon as the solution becomes colorless, 
interrupt the current, and quickly pour the clear liquid 
upon a small filter, to catch any detached particles of 
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oxide. Wash with a little acetic acid and boiling 
water ; dry, ignite and weigh as Ur304(Ur308). This 
method affords an excellent separation of uranium from 
the alkali and alkaline earth metals. 



THALLIUM. 

Literature. — Schucht, Z. f. a. Ch.,22, 241,490; Neumann, 
Ber., 21, 356. 

This metal separates as sesquioxide, from acid solu- 
tions, upon the anode, while from ammoniacal liquids it 
is deposited partly as metal and partly as oxide. From 
oxalate solutions, and from its double cyanides it sepa- 
rates only as metal, when the current is feeble. How- 
ever, difficulty is experienced in drying the deposit 
without having it oxidized. In this respect it is even 
more troublesome than lead. Neumann utilizes the 
current to separate the metal, dissolves the latter in 
acid and measures the liberated hydrogen ; from its 
volume he calculates the quantity of thallium origi- 
nally present. For suitable apparatus to carry out 
this method, consult the literature cited above. 
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The solutions of platinum salts, slightly acidulated 
with sulphuric acid, and acted upon by a feeble cur- 
rent, give up the metal as a bright, dense deposit upon 
the dish, frequently so light as to be scarcely dis- 
tinguished from the latter. In using platinum vessels 
for this purpose, first coat them with a rather thick 
layer of copper, upon which afterward deposit the 
metal. Wash the deposit with water and alcohol. 

In ordinary gravimetric analysis, potassium is 
frequently estimated as potassio-platinum chloride, 
KjPtClB. This operation requires time and care. 
Rather dissolve the double salt in water, slightly acidu- 
late the solution with sulphuric acid, and electrolyse 
with one Bunsen cell. The deposit will be black 
apd spongy if the current is too strong. From the 
quantity of platinum found calculate the potassium. 

The following facts have been taken from Classen's 
article (j^f Literature): A platinic chloride solution, 
containing 0.6 gram platinum, was diluted to 200 c.c. 
with water and electrolysed. In five hours 0.4581 
gram platinum had separated. When mixed with 
ammonium oxalate 0.0996 gram platinum was pre- 
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cipitated in two hours. From a solution, feebly acidu- 
lated with hydrochloric acid, four Meidinger cells 
precipitated O.737 gram platinum in the course of 
twenty-four hours. On dissolving 0.5 gram ammonio- 
platinum chloride in 100 c.c, water and mixing with 
ammonium oxalate the current from one Bunsen cell 
precipitated 0.308 gram platinum in five hours. 0.6042 
gram potassio-platinum chloride was dissolved in 150 
c.c. of water, acidulated with thirty drops of dilute sul- 
phuric acid (i : 6), and in six hours gave 0.3017 gi'sm 
platinum to the action of the current; 0.5015 gram 
of the same salt gave 0.0956 gram metal in two 
hours; while 0.4545 gram of the double chloride 
dissolved in 100 c.c. water, and not acidulated, gave 
G.0688 gram platinum in three hours. 

Palladium can be deposited in the same manner as 
platinum. The use of a feeble current gives a bright 
metallic deposit; otherwise it is spongy. 

It has been recendy discovered, in this laboratory, 
that this metal can be rapidly and fully precipitated 
from ammoniacal solutions of palladammonium chlo- 
ride, by a current liberating 0.7 c.c. electrolytic gas per 
minute. Palladammonium chloride, Pd(NH8Cl)3, is 
prepared by adding hydrochloric acid to an ammonium 
hydroxide solution of palladious chloride. To show 
the accuracy of this method several actual determina- 
tions are here introduced: (i) A quantity of the 
double salt (^ 0.3338 gram palladium) was dissolved 
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in ammonium hydroxide; to this solution were added 
20-30 ex. of the same reagent (sp. gr. 0.935), and 100 
ex. of water. A current, giving 0.9 c.c. electrolytic 
gas per minute, acted upon this mixture through the ] 
night, and deposited 0.2225 gram palladium, (2) In 
another experiment, with conditions similar to those 
just mentioned, excepting that the quantity of the 
palladammonium chloride was doubled, and the current 
reduced to 0.7 ex. electrolytic gas per minute, the 
quantity of metal precipitated equaled 0.4463 gram 
instead of 0.4456. Oxide did not separate upon the 
anode. The deposit, when dry, showed the same 
appearance as is ordinarily observed with this metal 
in sheet form. It was washed with hot (70°) water, 
and dried in an air-bath at iio°-ii5°. It is best to 
deposit the palladium in platinum dishes previously 
coated with silver. 

When the electric current acts upon ammonJaca!, 
or feebly acid solutions of ammonium niolybdate, a 
beautiful iridescence appears ; as the action continues 
this assumes a black color, and the deposit becomes 
more dense. It is the hydrated sesquioxide, which is 
precipitated ; after washing with hot water it is dried, 
carefully ignited to molybdic acid, and weighed. The 
precipitation can take place in a platinum crucible, in 
connection with the cathode of a battery liberating 
3—4 c.c. of electrolytic gas per minute. The tempera- 
ture of the .solution should not fall below 70° ; its 
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volume may vary from 25 C.C.-125 c.c. Three hours 
were required for the precipitation of 0.0329-0.1000 
gram of oxide. 

Gold is best deposited from solutions of its double 
cyanides. 

The facts relating to the electrolytic behavior of 
vanadium, tungsten and osmium are, at the present 
writing, few in number and will not be given here. 



TIN. 

Li-BERATURE. — Luckow, Z. f. a. Ch., 19, 13; Classen and v. 
Reiss, Ber., 14, 1622; Gibbs, Ch. News, 42, 291 ; Class.en, Ber., 
17, 2467 ; 18, 1 104. 

Tin may be deposited either from a solution of its 
chloride, or from that of ammonium tin oxalate. It 
is advisable not to use potassium oxalate in the electro- 
lysis, for then a basic salt is liable to separate upon the 
anode. Three to four grams of ammonium oxalate 
will be sufficient for the decomposition. The current 
should liberate 3 c.c. electrolytic gas per minute. 
When electrolysing acid tin solutions do not interrupt 
the current until the free acid is first removed ; this is 
hot necessary when operating with oxalate solutions. 

Classen has published a great deal of very valuable 
information upon the electrolysis of this metal, and 
has discovered that a tin solution, containing an excess 
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of ammonium sulphide, largely diluted with water, 
yields a quantitative deposition of the metal when 
exposed to the action of a current from two Bunsen 
cells. In dilute sodium or potassium sulphide solu- 
tion the tin precipitation is incomplete, and whenever 
such conditions exist, the sodium or potassium salt 
must be converted into ammonium sulphide. To this 
end the liquid is mixed with about 25 grams of ammo- 
nium sulphate, free from iron, and the solution then 
carefully warmed in a covered, vessel until the evolu- 
tion of hydrogen sulphide ceases; after which the 
liquid is heated to incipient ebullition for fifteen min- 
utes. Allow it to cool, dissolve any sodium sulphate 
which may have separated by the addition of water, 
and electrolyse with a current of 9-10 c.c. oxy-hydro- 
gen gas per minute. The tin separates in a gray, dense 
layer. Wash it with water and alcohol. At times 
sulphur sets itself upon the tin deposit ; this is diffi- 
cult to remove, but can be detached, after washing the 
deposit with alcohol, by gently applying a linen hand- 
kerchief. 
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ANTIMONY. 

on, Z. f. a.Ch., IS, joo ; Pa 

18, 588; Luckov, Z. f. 1. Ch., 19, 13 ; 

.,14,1622; 17,2467; iS,lt04[ Lecre- 
1219; Cliitlenden, Pro. Conn, Acad. 



^^B Antimony, when precipitated from a solution of its 

^^B chloride, or from that of antimony potassium oxalate, 
^^H does not adhere well to the cathode. It is deposited 
^^f very slowly from a solution of potass io-antimony 
tartrate. Its deposition from a cold ammonium sul- 
phide solution is satisfactory, but the use of this 
reagent for this purpose is not pleasant, especially 
when several analyses are being carried out simulta- 
neously. For this reason potassium or sodium sul- 
phide has been substituted. The alkaline sulphide 
used must not contain iron or alumina. 

The antimony solution, mixed with sodium sulphide, 
is largely diluted with water. A more rapid reduction 
follows in consequence of the dilution. A current 
giving 2—3 C.C. of electrolytic gas per minute will pre- 
cipitate O.I gram of antimony in four or five hours. 
To ascertain when ail the metal is deposited incline 
the dish slightly, thus exposing a cleaii platinum sur- 
face. If this remains bright for half an hour the pre- 
cipitation is finished. In separating antimony from 
the heavy metals, e.g., lead, it happens that alkaUne 
sulphides containing polysulphides arc used, or are 
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produced. To remove these Classen proposed adding 
to the antimony-poly sulphide mixture, already in a 
weighed platinum dish, an ammoniacal solution of 
hydrogen peroxide, and warming the same until the 
liquid becomes colorless. When this is accomplished, 
even if a precipitate has been produced, add, after 
cooling, lo ex. of a concentrated solution of sodium 
monosulphide, and electrolyse with a current of 1.5-2 
c.c. electrolytic gas per minute. Wash the deposit 
with water and alcohol. 

Lecrenier writes as follows relative to the preceding 
method: The precipitation is all that one can desire, 
providing the solution of the suipho-sa!t is absolutely 
free from polysulphides ; otherwise, it is incomplete. 
The antimony sulphide, obtained in the ordinary 
course of analysis, always contains sulphur, and this 
must be eliminated. To remove the various incon- 
veniences connected with the method add 50-75 c.c. 
of a 20 per cent, solution of sodium sulphite to the 
solution after the addition of the excess of sodium 
sulphide, then heat the liquid to complete decoloriza- 
tion; allow to cool, after which the current is con- 
ducted through the liquid. This can rise to 5 c.c. per 
minute without impairing the result ; but it is not best, 
as the precipitated metal is then not very coherent. 
It is better to use a current giving not more than half 
of the above volume of electrolytic gas per minute. 
When the quantity of antimony does not exceed 
0.3 gram the deposit will be adherent and free from 
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•sulphur ; wash with water, alcohol and ether. Sulphur 
jwill separate upon the anode, despite the presence of 
Kan excess of sodium sulphite. This, however, does 
■ not affect the result. 



L successful method for the complete deposition of 
I arsenic is not known. The current, acting upon the 
L chloride, causes complete volatilization of the metal 
r jn the form of arsine. Its separation from oxalate 
t solutions is incomplete; nor do the sulpho-salts 
l.answer for electrolytic purposes. 



2. SEPARATION OF THE METALS. 

Electrolysis, to be of value, must not only furnish 
■ the analyst with methods suitable for the complete 
Irdeposition of metals, but it should, in addition, enable 
[him to separate metallic mixtures. The data given 
|3a the preceding pages will serve for this purpose, but, 
s special treatment is required in some instances, a 
prief outline of a series of separations will be indi- 
ated. 
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COPPER. 

We recall, first of all, that this metal can be de- 
posited electrolytically from solutions in which free 
nitric acid is present (p. 51}, This behavior renders 
the separation of copper from cadmium possible (Am, 
Ch. Jr., 2, 42). Place the solution containing the two 
metals in a beaker glass of 200 c. c. capacity ; suspend 
(p. 53) a weighed platinum crucible in the liquid, 
and precipitate the copper upon it. The total dilution, 
during the decomposition, should not exceed 150 c. c. 
As much as 5 per cent, of nitric acid can be present; 
the current should give 0.5 c. c. electrolytic gas per 
minute. When all the copper is precipitated, washed, 
dried and weighed (p. 51), make the residual liquid 
alkaline with sodium hydroxide, and add sufficient 
potassium cyanide to ^dissolve the precipitate. Elec- 
trolyse as directed (p. 55). Copper and cadmium 
can also be separated in solutions of their double 
alkaline cyanides {Jr, An, Ch., 3, 385). Five to six 
grams of potassium cyanide should be added for every 
0.3-0.4 gram of metal. Do not work with less than 
200 c.c of liquid, and the current should not exceed 
0.38 c.c. of electrolytic gas per minute. Under these 
conditions the cadmium is deposited, while the copper 
remains dissolved. Very recent experiments, made 
in this laboratory, show that also in the presence of an 
excess of free sulphuric acid the current will precipi- 
tate copper free from cadmium: e.g., 0.1975 gram of ' 
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metallic copper, and 0.1828 gram iDf cadmium, both as 
sulphates, were dissolved in 20 c. c. of water ; to this 
were added 10 c. c. of sulphuric acid, of 1.09 sp. gr. 
and 100 c. c. of water. The current gave 0.30 c. c. 
electrolytic gas per minute. The precipitated copper 
weighed 0.1976 gram; it contained no cadmium. 

It is not possible to separate these metals when 
present together in an oxalate solution. 

The precipitation of copper in nitric acid solutions 
further enables us to separate it from iron, aluminium, 
chromium, cobalt, nickel, zinc, the alkaline earth and 
the alkaline metals, though it would perhaps be better 
to execute the separation from the first si.x in a solu- 
tion containing free sulphuric acid. From mercury, 
silver and bismuth the copper cannot be separated in 
the presence of nitric or sulphuric acid. For the elec- 
trolytic separation of copper from mercury see p. 97, 
Its separation from bismuth has only recently been 
made possible by combining the behavior of copper 
in the presence of an excess of alkaline cyanide, and 
that of bismuth where it exists as a double citrate in 
an alkaline solution (p. 60). Add 3—4 grams of citric 
acid to the bismuth solution, so that upon the later 
addition of sodium hydroxide to alkaline reaction "a 
precipitate is not produced. Into this liquid introduce 
the cyanide copper solution, and electrolyse with a 
current giving 0.15 c.c. electrolytic gas per minute. 

In a solution of copper and lead, containing 5 per cent, 
of nitric, acid, the former will be deposited completely 
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at the cathode, while the latter is fully precipitated as di- 
oxide at the anode (p. 62). This course is adopted when 
separating these metals in alloys or minerals (p. 63), 
The separation of copper from manganese should 

be conducted in solutions containing a slight 
of sulphuric acid. While the copper is deposited as 
such upon the cathode, the manganese separates upon 
the anode as dioxide (p, 76). A platinum foil may be 
used as anode in this separation. Another method, 
applicable here, is based on the observation that man- 
ganese remains dissolved in the presence of phos- 
phoric acid, while the copper is deposited in its usual 
form. For example, 0.1770 gram copper and 0.1500 
gram manganese, both as sulphates, were treated with 
30 c.c. of sodium phosphate, of sp. gr. 1.03S8, and 10 
c.c. phosphoric acid, of sp. gr. 1.347, then diluted to 
150 c.c. with water and electrolysed with a current 
giving I c.c. of electrolytic gas per minute. The pre- 
cipitated copper weighed 0.1765 gram. Manganese 
did not separate, even as dioxide. (See Am. Ch. Jr., 
12. 329.) 

The deposition of copper in the presence of anti- 
mony is yet unsatisfactory. When the latter does not 
exceed ^ of the quantity of the first, no fault can be 
found with the separation (p. 39, and Wrightson, Z. f. 
a. Ch., 15, 297). 

A.S to the separation of copper from arsenic, Classen 
remarks (Ben, 15, 297), that when tlie arsenic exceeds 
0.20 per cent., the deposited copper is more or less 
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dark in color, and the result will be high. Some 
chemists have advised that after the copper deposit 
has been dried, it should be heated to volatilize the 
arsenic; the residua! cupric oxide is redissolved and 
its solution again electrolysed. This procedure will 
be satisfactory when arsenic is present in traces, other- 
wise ft is worthless. The arsenic in copper ores can 
be entirely removed by evaporating their acid solution 
with bromine, when it will be expelled as bromide. 
The copper results are then satisfactory. 

McCay {Chemiker Zeitung, 14, 509) has observed 
that when the current from 4-6 Meidinger cells is con- 
ducted through a potassium arsenite solution, made 
distinctly alkaline with ammonium hydroxide, this 
salt sustains no change. With copper, under like con- 
ditions, the separation of the metal is quantitative. 
Upon this behavior he bases a very excellent separa- 
tion of these two metals. The only care necessary is 
to see that not too much ammonia is employed. In 
this laboratorj- like results were obtained, but prefer- 
ence has since been given to the following course: 
Add,the copper solution to that of the alkaline arsen- 
ite or arsenate, and follow it with a solution of potas- 
sium cyanide until the precipitate first produced is 
just dissolved; the liquid will then show a slight 
purple tint. A current of 0.25 c.c. electrolytic gas 
per minute, precipitates the copper quite rapidly 
under these conditions ; the deposit will contain no 
arsenic (Am. Ch. Jr., 13, 428). 
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When antimony, arsenic apd tin are assodated with I 
copper, treat the sulphides with sodium sulphide^ 1 
The resulting alkaline sulphide solution can then be -I 
employed for the reparation of the first three {p. lOz), I 
while the insoluble copper sulphide may be dissolved I 
and treated as described on page 54. 



CADMIUM. 

. The methods already described under copper are^l 
sufficient for the separation of cadmium from thia.f 
metal. A solution containing free nitric acid is used J 
for the separation of cadmium from silver, mercury, 
lead and bismuth; the latter is also separated from it i 
by using a solution in which there is a slight excess 
of sulphuric acid (p. 60), When these metals have 
been removed from their solution, neutralize the 
excess of acid with potassium hydroxide, add a slight 
excess of potassium cyanide and electrolyse the liquid 
for the estimation of the cadmium, as directed on 
page 55. 

When there is an excess of but 2 c.c. of sulphuric 
acid, of sp. gr. 1.09, cadmium can be precipitated 
(p. SS), and thus separated from iron, aluminium, chro- 
mium, zinc, cobalt, nickel and manganese (the latter 
deposits at the same time as dio.\ide upon the anode, 
p. 76). Another method which serves for the separa- 
tion of cadmium from either zinc or cobalt, consists 
in having these metals in solution in the form of 
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doubte cyanides with the alkaline cyanides. The 
volume of the aqueous solution should be at least 
200 c,c. ; to this add 4}4 grams of potassium cyanide, 
and electrolyse the liquid with a current giving 0.30 
c.c. electrolytic gas per minute (Am. Ch. Jr.. ti, p. 
352). Cadmium cannot be separated from nickel by 
this method. 

Under the special methods given for the estimation 
of cadmium (p. 55) it was mentioned that it separates 
well from solutions of the acetate. Yver (R. s. Ch. 
Paris, 34, iS) has employed this behavior to separate 
cadmium from zinc. The method is this: the metals 
are converted into acetates by the addition of 2-3 
grams of sodium acetate to their solution, followed 
by several drops of free acetic acid. This liquid is 
then exposed to the current from two ordinary Daniell 
, cells. Heat (70°) the solution during the decomposi- 
I tion. The precipitated cadmium contains no zinc. 
Three to four hours are necessary for the reduction 
of 0.18-0.210 gram of cadmium. Remove the zinc 
from the filtrate by the method of Riche (p. 71), 
Smith and Knerr (Am. Ch. Jr., 8, 210) have tried this 
separation, and recommend that the current should 
not exceed 0.1-0.2 c.c. of electrolytic gas per minute. 
It is also essential that the liquid be held at a nearly 
uniform temperature (70°) during the reduction. The 
dilution of the liquid should not exceed 100 c.c. 

The same chemists also (Am. Ch. Jr., 8, 3 10) 
found that upon electrolysing a solution of these two 
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metals, to which 3—4 grams of sodium tartrate ac(J 
tartaric acid had been added, with a current of 3—. 
c.c. electrolytic gas per minute, the cadmium wasB 
deposited completely from the warm solution, and'] 
contained no zinc. 

EUasberg (Z, f, a. Ch., 24, 550) has also proposed 
a method for the separation of cadmium from zinc^'J 
Dissolve the metallic oxides in hydrochloric acid^j 
evaporate their solution to dryness, add 8-10 gram 
of potassium oxalate, and 2-3 grams of ammonium 
oxalate, diluting finally to lOO c.c; heat to boilinj 
and electrolyse the warm (not boiling) liquid with 4 
current equal to 0.15 c.c, electrolytic gas per minutfl 
Cover the vessel in which the decomposition is n 
Six to seven hours will be required for the com-^ 
plete deposition of 0.15 gram of metal {cadmium);-i 
The electrolytic separation of these two metals i; 
possible in a solution of their phosphates, dissolved 
in phosphoric acid {Am. Ch. Jr., 12, 329). 

To separate cadmium from antimony and tin it iiM 
necessary to have recourse to the usual method of( 
analysis, the solubility of the sulphides of the firstj 
two in alkaline sulphides. A direct separation oiM 
cadmium from arsenic is possible, but that the cad-X 
miiim may be precipitated absolutely free from I 
arseniCj the latter must be present in the solution as I 
an arsenate. Upon adding two grams of potassium I 
cyanide to such a solution, and electrolysing the same I 
with a current equal to 0.3 c.c. of electrolytic gas per I 
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minute, the cadmium will be completely precipitated 
in ten hours. The reduction is made in cold solu- 
tions (Am. Ch. Jr., 12, p. 428). 



MERCURY. 
. This metal is deposited quite rapidly from solutions 
containing free nitric acid (p. 57), hence under such 
conditions it may be .separated from cadmium, iron, 
aluminium, chromium, zinc, nickel, cobalt, barium, 
strontium, calcium, magnesium and the alkalies. When 
lead and mercury are exposed, in a solution of nitric 
acid, to the action of the current, they are deposited 
simultaneously, the lead as dioxide at the anode 
(p. 62), and the mercury as metal upon the cathode. 
Manganese and mercury are separated to the best 
advantage in solutions containing free sulphuric acid 
(p. 76). Mercury cannot be separated in the electro- 
lytic way from silver and bismuth. From copper, as 
long as the quantity of this metal does not exceed 20 
per cent, of that of the mercury, the separation can be 
made in a cyanide solution {jr. An. Ch., 3, 254). As 
an example, it may be stated that o 1833 gram mer- 
cury, as chloride, and 0.0259 gram copper, as sul- 
phate, with 1.5 grams potassium cyanide, were diluted 
to 200 c.c. with water, and then electrolysed in the 
cold, with a current giving 0.32 c.c. of electrolytic gas 
per minute. At the end of sixteen hours 0.1833 gr^f 
mercury had separated. 



ELECTRO-CHEMICAL ANALYSIS. 



More recent experiments, made in this laboratory, 
prove that mercury may be readily separated in the 
same way from zinc, nickel and cobalt. The quantity 
of alkaline cyanide to be used in these separations 
may vary from three to four grams, although when 
cobalt is to be separated from mercury good results 
will not be obtained if more than three grams of potas- 
sium cyanide are present for 0.3-0.4 gram of metal. 
The current should not exceed o.S c.c. of electrolytic 
gas per minute (Am. Ch. Jr., 12, 104). 

In separating mercury from tin and antimony, pre- 
pare their sulphides, and digest these with ammonium 
sulphide, dissolving out the first two. The residual 
mercury sulphide is then dissolved in aqua regia, and 
after neutralizing the excess of acid with an alkaline 
hydroxide, potassium cyanide is added in sufficient 
quantity to form the double cyanide, which is then 
electrolysed as described, p. 58. Mercury is separated ' 
from arsenic similarly to cadmium from this metal, 
although it is immaterial whether the arsenic exists 
in the solution as an arsenite or arsenate (p. 96), 



BISMUTH. 

At present tliere is no satisfactory electrolytic 
method known for the separation of this metal from 
mercury, silver and lead. Its separation from cad- 
mium is effected in solutions containing free sulphuric 
acid (s-10 c.c. of .sp. gr. t.og), p. 60. This course will 
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also serve to separate it from iron, manganese, ^inc, 
niclvel, cobalt, aluminium, chromium, uranium, mag- 
nesium and the alkaline metals (p. 60). The method 
of EUasberg {p. 59) may also be used for the separa- 
tion of bismuth from zinc, nickel, cobalt and uranium. 
In separating bismuth from those metals the sulphides 
of which are soluble In alkaline sulphides, it is neces- 
sary to have the usual gravimetric course precede the 
electrolytic reduction. 



LEAD. 

The deposition of lead as dioxide upon the anode 
(p. 63) in the presence of at least five per cent of 
nitric acid affords a method for its separation from 
mercury, silver, copper, cadmium, iron, chromium, 
aluminium, zinc, nickel, cobalt, uranium, the metals 
of the alkaline earths and the alkaline metals. It 
will be remembered, of course, that some of these 
metals separate as such upon the cathode simultane- 
ously with the lead upon the anode. Lead, in some 
respects, is much like manganese, from which it can- 
not be separated electrolytic ally. Its deposition re- 
quires no special description, as the conditions already 
described upon p. 63 are to be observed in the per- 
formance of the separations just indicated. Lead, tin, 
antimony and arsenic are separated as directed under 
the preceding heavy metals. Follow the ordinary 
gravimetric course. 

Lead dioxide, like manganese dioxide (p. 76), is 
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nut separated from solutions containing an excess c 
an alkaline sulphocyanide, and, if already precipitatecS 
as dioxide, will redissolve upon the addition of thel 
sulphocyanide. 



SILVER. 

To separate silver and copper electrolytically, mi3^ 
equal quantities of the two metals, in the form on 
nitrates, with four and one-half grams of potassium! 
cyanide, dilute to 200 c.c. with water, and electrolyse! 
" with a current, giving 0.15-0.S0 c.c. electrolytic ga^a 
per minute (Am. Ch. Jr., 12, 104). As much ; 
gram of silver will be deposited in 12—14 hours. la 
desirable, expose the filtrate containing the copper to] 
the action of a stronger current {3 c.c. 0-H gas peg 
minute) ; as soon as the excess of alkaline cyanide iffl 
decomposed, the copper will be deposited in a denst 
and brilliant coating. Proceed as directed {p. 94) itifl 
separating silver from cadmium. There is no knownj 
electrolytic method for the separation of silver from 
mercury. It is true both can be precipitated from i 
nitric acid solution (pp. 57, 64), their joint weighfl 
determined, after which the mercury can be expelia 
by heat and the silver residue be re-weighed. 

There is no electrolytic method known for tha 
separation of silver from bismuth. The separation a 
silver from lead is made in a nitric acid solution (p^J 
64). A similar solution is used to separate it fromJ 
the metals of other groups. 
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When antimony, tin and silver are present together, 
digest their sulphides with sodium sulphide, which 
will bring the antimony and tin into a proper condition 
to effect their separation electrolytically (p. 102). The 
insoluble silver sulphide is dissolved in nitric acid, 
and, after the excess of the latter is expelled, potas- 
sium cyanide is added in excess and the resulting 
liquid electrolysed in the cold, with a feeble ci^rrent. 
The silver is deposited as a dense coating, and may 
be washed with hot water. 

It is possible to separate silver from arsenic in the 
presence of three grams of potassium cyanide, pro- 
viding the arsenic exists in the solution as an arsenate. 
A current, giving 0.30 c.c. electrolytic gas per minute, 
will be sufficient for the metallic reduction. Deter- 
mine the arsenic in the residual liquid by the usual 
gravimetric method (Am. Ch. Jr., 12, p. 428). 

The course just described (above) for the separation 
of silver from copper will answer admirably for the 
same purpose with silver, zinc, nickel and cobalt. Not 
more than three grams of potassium cyanide are re- 
quired for 0.2 gram of each metal. The total dilution 
should not be less than 200 ex., and the current not 
stronger than 0.3 c.c. electrolytic gas per minute. 
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Much credit is due Classen and his co-laborers for I 
valuable data upon the electrolytic separation of the I 
following metals :— 



ANTIMONY FROM TIN. 
The sulphides (or residue from a solution of the i 
metals) are placed in a weighed platinum dish, and | 
covered with 60 c.c. of sodium monosulphide, to which 
is added one gram of sodium hydroxide. If imme- 
diate solution does not occur, apply heat, then coo/. 
Conduct a current of 1.5—2.0 c.c. of electrolytic gas j 
per minute through this mixture. When the reduc- 
tion is finished, pour off the liquid into a second dish. 
Treat the antimony deposit as already directed (p. 
87). To prepare the tin solution for electrolysis, pro- 
ceed as described (p. 86) for the conversion of the 
sodium into ammonium sulphide (Ber., 17, 2245; 18, 
1 1 10). 



ANTIMONY FROM ARSENIC. 

These metals, or compounds of the same, are evapor- 
ated to dryness with aqua regia, the residue dissolved 
in 2—3 c.c, of water ; concentrated sodium hydroxide is 
added so that there will be one gram of alkali present 
in the liquid, and finally add 60 c.c. of sodium mono- 
sulphide. Electrolyse as in the separation of anti- 
mony from tin (Ber., 19, 323). 

If antimony, arsenic and tin are present together. 
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^^^1 the arsenic is expelled from their solution by the 
^^H Fischer-Hufschmidt method (Ber., 18, mo), and the 
^^^H separation of the tin and antimony made as already 
^^^1 directed on the preceding page. ' 

^^^p In general analysis phosphoric acid is frequently 
^^^ precipitated as tin phosphate. The latter, of course, 
contains oxide of tin. Dissolve the precipitate in 
ammonium sulphide. On electrolysing the solution 
the tin is precipitated, and the filtrate will contain all 
the phosphoric acid ; this can be estimated in the 
usual way (Classen). By observing tiiis suggestion 
the determination of the phosphoric acid in a separate 
portion of the material wil! not be required. 



IRON, MANGANESE, ZINC, NICKEL. COBALT, ALU- 
MINIUM, CHROMIUM AND PHOSPHORIC ACID. 

Electrolytic methods for the separation of these 
metals are not either so numerous, nor so thoroughly 
worked out as with the metals already considered. 
Their separation from the heavy metals has been out- 
lined under these, and it only remains to describe the 
courses which may be pursued with this group of 
metals when present together. 

Concerning the separation of iron from manganese, 
it should be remembered that objections have been 
offered to the suggestion of Classen (Ber., i8, 1787), 
hence to obtain results at all satisfactory it is advisable 
to carry out the separation exactly as given by this 
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chemist: " If a solution of the double oxalates of iron ' 
and manganese is subjected to electrolysis, without j 
the previous addition of a great excess of ammrfnium i 
oxalate .... ^ it is impossible to obtain a ' 
quantitative separation of the two metals, because the 
manganese dioxide carries down with it considerable 
quantities of ferric hydroxide. The complete sepa- 
ration of the metals is possible only when the sepa- 
ration of the dioxide is delayed till most of the iron 
is precipitated." The electrolysis in the cold is not 
favorable ; the large amount of ammonium carbonate, 
or ammonia formed in the decomposition of the ex- 
cessive ammonium oxalate dissolves the precipitated ' 
dioxide. "The rapid dissociation of ammonium oxa- 
late when heated, however, gives a simple means of | 
delaying, or entirely preventing, the formation of a , 
manganese precipitate during the electrolysis." The , 
solution containing the two metals is treated with 5-6 
grams of ammonium oxalate, and while hot is acted ] 
upon with a current giving 15-20 c.c. of electrolytic 
gas per minute. Treat the iron deposit as directed 
on p. 78. Boil the liquid, poured off from the iron, 
with sodium hydroxide, to decompose the ammonium 
carbonate present, after which add sodium carbonate 
and a little sodium hypochlorite. The manganese 
is precipitated as dioxide, and finally weighed as the 
protosesquioxide. Nickel and manganese are sepa- 
rated from each other in a similar manner. Cobalt 
and zinc, when present with manganese, are separated 
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, from it by a current of 10 ex. oxy-hydrogen gas per 
minute, acting in the cold. Oxalic acid is added 
I toward the end of the reduction to redissolve any 
I separated manganese dioxide. 

To separate iron from zinc, add 1—3 c.c. of a solu- 
I tion of potassium oxalate (i : 3) and 3-4 grams of 
I ammonium oxalate to their solution, and electrolyse 
I the liquid with a current liberating 10-12 c.c. electro- 
I lytic gas per minute. The zinc is deposited first, and 
[ no difficulty is experienced, providing its quantity is 
I less than one-third that of the iron present. Classen 
I provides for thi.s condition by adding a weighed 
' amount of pure ferrous ammonium sulphate in excess. 
I The same chemist precipitates iron and cobalt simul- 
I taneously from their double oxalate solution (condi- 
I tions as above), takes the combined weight of the 
l-metals, dissolves them in acid and determines the iron 
Lby titration ; the cobalt is found by difference. Nickel 
I and iron are also deposited together (same as cobalt 
l^ind iron) as an alloy, which is weighed, then dissolved 
•in concentrated hydrochloric acid, the iron oxidised, 
(and the ferric solution titrated with a stannous chloride 
^solution. It will be observed that an electrolytic 
liseparation of zinc from cobalt and nickel, and the 
I latter from each other is wanting. 

The writer would recommend the following course 
I in separating the metals of this group: Separate the 
I iron from the manganese, zinc, nickel and cobalt, by 
, precipitation with barium carbonate. Dissolve the 
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iron precipitate in citric acid, and electrolyse the 
solution according to the directions given upon page 
7g. The filtrate, containing the zinc, manj 
nickel and cobalt, together with a little barium salt, 
is carefully treated with just sufficient dilute sulphuric 
acid to remove the barium. After filtering, electrolyse 
the filtrate in a platinum dish, connected with the 
anode of a battery, yielding 3—5 c.c. of electrolytic 
gas per minute. A weighed piece of platinum foil 
will answer for the cathode. The manganese is de- 
posited as dioxide (p. 76) ; the other metals remain dis- 
solved and can only be separated by one of the usual 
gravimetric methods. This course proved quite satis- 
factory in the analysis of the mineral franklinite, where, 
after having obtained the iron and manganese as 
described, the zinc was also determined electrolytically 
in the liquid poured off from the manganese deposit. 
If the solution containing these two metals be very 
slightly acid with sulphuric acid, they can be precipi- 
tated simultaneously — the zinc at the cathode, and 
manganese dioxide at the anode. 

Iron can be further separated, in citrate solution, 
from aluminium, chromium and titanium (p. 79). 
The deposition should occur in a cold solution, with 
a current, liberating 1 2 c.c. electrolytic gas per minute. 
This method will also serve to separate iron from 
chromium and phosphoric acid. Classen separates 
iron, cobalt, nickel and zinc from manganese, chromium 
and aluminium by elcctrolj^sing their hot oxalate solu- 
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tion in the presence of a large excess of atnmonium 
oxalate. The first four are deposited as metals, while 
the manganese dioxide upon the anode has carried 
with it some chromium, and should be dissolved, and 
the manganese . reprecipitated by sodium hydroxide 
and sodium hypochlorite (p. 104). The main solu- 
tion from the metals is digested until the excess of 
ammonia is expelled, when the aluminium hydroxide 
is filtered off; the chromate solution, then reduced 
with hydrogen sulphide in the presence of an acid, is 
precipitated with ammonium hydroxide. In all cases 
where it is necessary to add oxalic acid to redissolve 
the aluminium hydroxide, or manganese dioxide, the 
acid should be introduced without the interruption of 
the current. When phosphoric acid is present with 
the iron and manganese it will be found in the liquid 
(oxalate) from which the metals have been previously 
precipitated, and may be removed as ammonium 
' magnesium phosphate. 

Little can be said relative to the separation of the 
rarer metals ; further investigation is required in this 
direction. 

Quite recent experiments, made in this laboratory, 
show that mercury and palladium can be separated if 
present together in a solution containing not less than 
3 grams of potassium cyanide for 0.2-0.4 gram of the 
metals. The current necessary here may vary from 
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0.08 c.c.-p,22 c.c. electrolytic gas per minute. Not- 
withstanding that cadmium and siiver arc easily 
precipitated from their double cyanide solutions, it is 
impossible to separate them from palladium. In fact, 
they appear to hasten the deposition of the latter 
metal. 

Mercury, silver and cadmium, furthermore, can be 
separated from solutions containing excess of alkaline 
cyanide together with tungstic and molybdic acids, 
without carrying down any of the latter. The con- 
ditions most favorable for these separations are 
perfectly similar to those just given above (pp. 96, gS, 
101) for the separation of these metals from arsenic 
(Am. Ch. Jr., 12, p. 438). 



3. OXIDATIONS BY MEANS OF THE 
ELECTRIC CURRENT, 

When natural sulphides, e.g., chalcopyrite, marca- 
site, etc, are expo.sed to the action of a strong current 
in the presence of a sufficient quantity of potassium 
hydroxide their sulpjiur will be quickly and fully 
oxidized to sulphuric acid (Jr, Fr. Ins., April, 1889, 
Ber., 32, 1019). The metals (iron, copper, etc) orig- 
inally present in the mineral separate as oxides and 
metal on dissolving the fused alkaline mass in water. 
This method of oxidation eliminates many other 
disagreeable features of the old methods. Its rapidity 
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:ciiracy entitle it to the following brief descrip- 



Place about 20 grams of caustic potash in a nickel 
crucible 1 % inches high and i ^ inches wide. Apply 
heat from a Bunsen burner until the water has been 
almost entirely expelled, when the flame is lowered so 
that the temperature is just sufficient to retain the 
alkali in a liquid condition. The crucible is next 
connected with the negative pole of a battery, and the 
sulphide to be oxidized is placed upon the fused 
alkali. As some natural sulphides part with a portion 
of their sulphur at a comparatively low temperature, 
it is advisable to allow the alkali to cool so far that a 
scum forms over its surface, before adding the 
weighed mineral. 

The heavy platinum wire, attached to the anode, 
extends a short distance below the surface of the 
fused mass. When tlie current passes a Uvely action 
ensues, accompanied with some spattering. To pre- 
vent loss from this source, always place a perforated 
watch-crystal over the crucible. After the current 
has acted for 10-20 minutes interrupt it. When the 
crucible and its contents are cold place them in about 
200 c.c. of water, to dissolve out the excess of alkali 
and alkaline sulphate. Filter. Invariably examine 
the residue for sulphur, by dissolving it in nitric acid 
and then testing with barium chloride. The alkaline 
filtrate is carefully acidulated with hydrochloric acid, 
and after digesting for some time, is precipitated with 
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a boiling solution of barium chloride. When the 
hydrochloric acid is first added, care should be taken 
to observe whether hydrogen sulphide or sulphur 
dioxide is liberated. If the oxidation is incomplete 
sulphur also makes its appearance as a white tur- 
bidity. The caustic potash employed in these oxida- 
tions should always be examined for sulphur and 
other impurities. As it is difficult to obtain alkali 
perfectly free from sulphur compounds, a weighed 
portion should be taken and its quantity of sulphur 
deducted from that actually found in the analysis. 

The arrangement of apparatus employed in the 
oxidations just outlined is represented in Fig. 25. 
The crucible A is supported by a stout copper wire 
bent as indicated, and held in position by a binding 
screw attached to the base of a filter stand. The arm 
of the latter carries a second binding screw holding 
the platinum anode in position. While the platinum 
rod is generally the positive electrode, it is best to 
make it the negative pole for at least a part of the 
time during which the current acts. This is advisable 
because in many of the decompositions metals are 
precipitated upon the sides of the crucibles, and can 
readily enclose unattacked sulphide, so that by revers- 
ing the current (the poles) any precipitated metal will 
be detached, and the enclosed sulphide be again 
brought into the field of oxidation. Cinnabar is a 
sulphide which has a tendency to mass together, and 
it could only be decomposed and its sulphur thor- 
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oughly oxidized by reversing the current every few 
minutes. To reverse the current use the contrivance 
C; this is nothing more than a square block of wood 
fastened to the top of the table T, by a screw or nail. 
The four depressions (.r) in it contain a few drops of 
mercury, into which the side binding screws [a) pro- 
ject. The mercury cups are made to communicate 
with each other by a cap of wood. D, carrying two 
metallic wires, which pass through it and project a 
slight distance on its lower side. By raising the cap 
and turning it so that the wires are vertical (J) or 
horizontal (*-*), the crucible or the platinum wire 
extending into the fused mass can be made the anode 
or cathode in a few seconds. £ is a Kohlrausch 
amperemeter (Fig. 15), and R tlie resistance frame 
(Fig. '3). 

Storage batteries furnish the most satisfactory cur- 
rent for work of this character. In the sketch the 
cells stand beneath the table ; the wire from the anode 
pa-sses through a hole in the table top, and is attached 
to one of the binding posts of the block C, while the 
positive wire is attached to a binding po.st at the end 
of the table top, and from here it passes to the re.sist- 
ance frame R, where it is fixed by an ordinary metal- 
lic clamp, < 

For most purposes the strength of current need not 
exceed 1—1.5 amperes per minute; however.it may 
be necessary occasionally to increase it to 4 amperes 
per minute. I'yrite, FcS^. is even then not completely 
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decomposed. This particular case requires the addi- 
tion of a quantity of cupric oxide equal in weight to 
the pyrite, and a current of the strength last indi- 
cated before all of its sulphur is fully converted into 
sulphuric acid. 

By increasing the number of crucibles it will be 
possible to conduct at least from four to six of these 
decompositions simultaneously, and by using a volu- 
metric method for estimating the sulphuric acid, a 
sulphur determination can easily be executed in forty 
minutes. 

Experience has demonstrated that 0.1-0.2 gram of 
material will require about 20-25 grams of caustic 
potash. 

The arsenic in minerals is rapidly oxidized to 
arsenic acid by this method. 

Chromite also seems to be rapidly decomposed 
when subjected to this treatment. Several quantita- 
tive experiments have been carried out, and the 
results obtained were very satisfactory. 
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RECOMMENDATIONS FROM VARIOUS SCIENTIFIC 

AND TRADE JOURNALS. 



From the JTournol of the Franklin Institute. 

" This splendid royal octavo of 802 pages, is a work of the highest 
order of merit, and is distinguished both by its coqjprehensiveness and 
its fairness to all of the many sources of its information. It aims to con- 
sider all questions concerning combustion, both ultra-scientiBc and ultra- 
practical, and from this cause it suffers from the sudden transition which 
it is occasionally necessary to make from one point of view to the other. 
The work is so encyclopaedic that, after having said that the editors have 
shown great erudition and good judgment in the main in the selections 
which they have made, its excellence of typography and proof reading 
are the only points left to admire. 

" In the more abstract part of the question, * thermics,' the work is 
mathematical and scientific enough for a Maxwell or Thompson, while 
its economical side is as well considered. 

" It is without doubt the most useful and comprehensive book in the 
English language on fuels, and is a valuable acquisition to our standard 
books of reference." 

From The Iron Trade Review, Cleveland. 

" It covers a wide range of knowledge, and should be at the elbow 
of every intelligent and progressive manufacturer." 

From The Afuerican Manufacturer. 

"This volume is the first of a new edition of ' Chemical Technology,* 
founded on that written by Richardson and Renolds, and subsequently 
much enlarged and in part rewritten by Richardson and Watts. As the 
German Technology of Dr. Knapp was taken as a basis of the original, 
Richardson and Watts' work has long been familiarly known as 
* Knapp's Technology.' 

•* The progress of all industrial processes, and especially of the very 
large class of operations which are closely connected with chemistry, 
has made it advisable to issue a new edition of this Technology, or, 
rather, a new work on Chemical Technology, in which the historical 
portions of the original have been retained, but supplemented by a full 
account of the most approved and successful methods and appliances 
introduced of late years in the application of Chemistry to the Arts. 

" Very full and presents a mass of information so complete and so 
well arranged as to be of the greatest service to all who are interested 
in industrial application of fuel. On the subject of Coke and of its 
work in furnaces. Sir I. Lowthian Bell's work figures largely, and from 
this country Mr. F. P. Dewey, of the Smiihsonian Institute, has fur- 
nished valuable contributions." 



FTt<m The American Gas-Light •Journal. 

" Even a ha>ily glance Ihrough the volume before us com|iels tbe 
diet ihnl the editors and compilers liave most salis factor Uy earned 
Iheir purposes, and me have no hesilalion in advising the gas men 
purchase the book. It couuins no less [han seven handsome phites, . 
607 separale illustrations ; ibe letter-press and engravings, wi ' 
(which is must copious), take up 8oz pages, and within that 
,lhe story of ' Fuel and Its Application ' is amply and well told. Space 
forbid* any lengthy review of ibe volume, but we can say that its ; 
teem wilh information for the gas maker." 

Fi-nm Engineering and Miiting Journal, Nrw York. 

" The authors appear lo realiie the difTicuily of their und ei taking wbfiw 
Ihey say : ' The law of progress, to which all industrial processes ait 
subject, however, causes any work on lechnology to become out of date 
in a few years, and this applies in a special manner to the very large 
class of operalions which are closely connecled with chemistry For 
nowhere has the EXlraordinaiy activity in all depanmeuls of knowledge 
which has been wilnessed during the last thirty years been more marked 
ihan in Ihe domain of chemistry, and this has necessarily borne fruil, not 
only in the modihcalion of old methods, but also in the invention of new 
processes, and in the introductlou of more perfect methods of research.' 

"The book will be very useful for reference,, and should be of especi 
valne to Ihe inventors and experimenfers or users of processes or a ' 
ances for the combusilun of fuels, since in it Can be found a record 
lai^e part of the methods heretofore proposed and adopted, 
critical remarks are made they appear to he judicious. The illustralii 
are very numerous and are well selected. An immense amoD: 
informalion has been cronded into these closely printed Soz pages. 

From The Hailroad. and Enffineering Journai, 

" Tlie fiist volume, on Fuel, is nalotally one of Ihe most important a>. 
practical in its direct applications. It contains chapters on Wood, ^ 
Peat, on Charcoal, on Coal, on Coke, on Artificial Fuel, on Uquid Fd« 
on Gaseous Foels. on the Different Applications of Fuel, on Ovens, ^ 
Furnaces, etc., etc. Great pains have been taken to collect informati 
from all possible sources, and 10 inchtde the results not only of e> 
raenls, but of practical working in a number of different directiam. J 

" The book is very fully illustrated, a;, indeed, the nature of the » 
ject require.^, and includes a large number of tables giving fnelsti 
analyses of different fuels, and comparative results. It has, what W 
book of the kind should, but does tiot always have, a 






F, BLAEISTOIf. 8D1T k CO., Scieetifit and HedisBl Pnblittaeil,^ 



OAT A LOO UE No, 1 



A CATALOGUE 

Books for Students. 



7QUIZ-C0MPENDS? 



CONTENTS. 



Hew Scria of Ui 






Palholotry, Histr 
PiScc SF'liedi 



P. BLAKISTON, SON & CO., 

Medical Booksellers, Importers and Publishers. 

LARGE STOCK OF ALL STUDENTS' BOOKS, AT 
THE LOWEST PKTCES. 

1012 Walnut Street, Philadelphia. 



A NEW SERIES OF 

STUDENTS' MANUALS 



Prloe ot eich, Handsome Cloth, 13.00. Full Lealhcr, 13,50. 

The object of tins series is to furnish good msDuaU 
for the medical siuilent, (hat tvill siiike the medium 
between the compend on one hand and the prolix text- 
book on the other — to cootaio all (hat is necessarj for 
the student, withont embarrassing hira with a flood of 
theory and involved statements. Tbey have been pre- 
pared by well-known men, who have had large experience 
ai teachers and writers, and who are, therefore, well 
informed as to the needs of the student. 

Their mechanical execution is of the best — good type 
uid paper, handsomely illustrated whenever illuslrslions 
are of use, and strongly bound in uniform style. 

Each book is sold separately at a remarkably low 
price, and the immediate success of several of the 
volumes shows that the series has met with popular 

No. 1. SITRG-ERY. 236 niuatratlona, 

A Manual of the Practice of Surgery. By Wm. J, 
Walsham, m.d,, Asst. Surg, (o, and Uemonstralor of 
Surg, in, St. Uartholomew's Hospital, London, etc. 
saS lUuatrations. 
Freunu the inlrsductorr focB in Surgery In dui, pteciie 

bnguage, and eonnim all ihe hicu adrancH in Paibology, 

"It almi to occupy a poiltiop midway trctweea the pnmitioai 



"Wakhan, beildei bone an excellen 
preparation of candidaiei nr exvoiinati..., _ 
«irltiu«euh^"'mX>iit tbllowtDg'oul°ln 



'att.-^BriUsk MtdiaUJov. 



Pries ol iMh Bodk, Clolli, 13.00 ; Lealhir, t3. 




THE NEW SERIES OF MANUALS. I 

No. a. DISEASES OF 'WOMEN. 150 IlluB. 
NEW EDITION. 

The IJi5ea5C5 of Women, liicludine Diseases of the 
Bladder and Urethra. By Dr. F. WincKel, Professor 
of Gynxcolc^y and Director of the Royal University 
Qinic for Women, in Munich. Second Edition. Re- 
vised and Edited by Theophilus Parvin, m.d., 
Professor of Obstetrics and Diseases of Women and 
Children in Jefferson Medical College. 150 Engrav- 
ings, most of wbich are OTigJoal. 
'■ The hook will be a valuable ono to phyjiciass, mid a safe aod 

neii and"Slra"i-rive^orin" and at a vwy rMMMbrc price."— Jm'Jm 

No. 3. OBSTETRIOS. 227 niustrations- 
A Manual of Midwifery. By Alfrkd Lewis Galarin, 
M. A. , M.O., Obslelric Physician and Lecturer on Mid- 
wifery ^d the Diseases of Women at Guy's Hospital, 
London; Examiner in Midwifery to die Conjoint 
Examining Board of England, etc. With 2^^ Illus. 
"This msnual it one we can wrongly ncam mi ' " '^ 
dwire to aludy the iciEnre t% well as the pracdt _ .. 
Sludsnts ai llie pnSEiit lime ddi only an expKKdu 






lubject."— 1™^;™ Praciah-ir. 

No. 4. PHYSIOLOaY. Fifth Edition. 

331 ILLUSTRATIONS AND A GLOSSARY. 

A Manual of Physiolt^y. By Ueralo F. Yeii. m.d., 
F.R.c S.. Professor of Physiology in King's College, 
London. 321 Illustrations and a Glossary of Terms. 
Fifth American from last English Edition, revised and 
improved. 758 pages. 
This volume wsu ipecially prepared to fumisli itudenu with ■ 

new text-book of Phyilology. elemenciry so far ai id avoid iheorls 

which have not borne the leii of lii 



"The I 



a I h. 



nedicBl tollcgu. 



,™ble thai I 

tj^versity Medical College."— /'r«/: Zraiu A. Slimmn, h.d., 
3^ Sail 33d Sirt'l. A"™. iV*. 

PrioaalMOliBMk.Ghrfh, 13.00; LhUiit. 13.50. 



THE NEW SERIES OF MANUALS. 



No. e. DISEASES OF OHILDREH'. 

SECOND EDITION. 

A Manual. By J. F. Goodhart, m.d,, Phys. lo the 
Evelina Hospilal for Children; Asst. Phys. to 
Guy's Hospital, London. Second American Edition. 
Edited and Reairanged by Louis Stakr, M.D., Clinical 
Prof, of Dis. of Children in the Hoapiul of ihe Univ. 
of Pennsylvania, and Physician to the Children's Hos- 
pital, Phila. Containing many new FrescriptionE, a list 
of over so Formula, conforming to the U. S. Phanw- 
copceia. and Directions for Tnaldng Artificial Human 
Milk, for the ArtiRcial Digestion or MiUc, etc. Illui. 

iug Ihal is not wEBrl'iome. Ihat mAa lis lUtmnCDU clrarlf and 
value of the book. It ii rare.too, lo find In any leit-booli bo maoy 



■dminbly adapted lo Ihe tranu of ihe student and practi lionet."^ 
AfniricAH Jemrnal ^ MtdtaU Sdtnct. 



apef bara aulllnei or ilandard {itca."^Tkt Tkirafntlic Ga- 

'*As it u said uf ume men^ lo it nuEht be uld of lome boolu, 

believe, a missiOD, particularly Lrx the hands of the younger 
members of the profession. In these diys of pToLixity in medic*! 
UleTaluie, it \s refreshins to meet v\<h an author who linawi both 
what lo say and when he has laid It. The work of Dr. Goodbul 
(jidmlrably coTLfoimed, by Dr. Starr, 10 meet American reqiiiT«- 



PriHftl tach Book, Clolh, 13,00: Ltaltitr, I3.E0. 



No. e. PRACTICAL THERAPEUTICS. 

FOURTH EDITION, WITH AN INDEX OF D13EASB8. 

Practical TlierapeulicE, cciniiidfTeil uiili retereDce to 
Aiticles of [he Materia Medics. Cotilaining, also, an 
Index of Diseases, wilb a list of the Medicines 
applicable as Remedies. By Edward John Waring, 
M.D., P.R.c.P. Fourth Edition. Rewritten and Rb- 
vised by Duni-Ev W. Buxton, m,d., Asst to the Prof, 
of Medicine at University College Hospital. 

iindaof ivery StmiCTlor 



in thee 



•^"7/_l 



}ftdua£ JeHnut- 






THIRD REVISED EDITION. 

By John J, Reese, m.d,. Professor of Medical Jurispr^i- 

dence and Toxicology in the University of Penniyl- 

vania; President of the Medical Jurisprudence Society 

of Phik. ; Third Edition, Revised and Enlarged, 



iLwc 


^7;ji»!.'dr4Sr 


condBiislnefnlo' 


uiulv voluma ill 


siEnUlL 




xU LiHicftiud aUic. 


tic bo 


k beTon us will, WB 


thiDk, befbund 




liOMO 


fihtwwientorp™ 


lilioner scBlting 
nd edition B.^> 






Dd the call for. ICC 


RMdunl portion 


.■^5Ji 


of thi uiitior>> pn 




> ralu 






loving lilUi Ibr 




'^MA"™bt\ta^ 


lion on ihi subj 


ctin.ci<>rtn>I«l 




cr«nve<.nipa«i,fn 

giul portion anpe» 


«^™nt^Bwith 


eccnt knovledgE. 


S'lhe 


n TOcially ciceU 


nt, Otth.tpor. 


















~Pky 






i. 


PriBi 


Dl Bich Busk. Clath, M.OOj LMlhtr, 13.50. 



STUDENTS' " 



TEit-tUDk for Sludcnl:, and 
giaphicolrLpcludrne the Epib 
of Man. Willi iptcial If 
Practical Surgery nod 1 
4»Dfwlilch3[eariKituJ. C 
Ballou'i VctcHuBry Anatoi 

York Colltgc of Velcrinary Surg. 

Bolden'n Aoalomy. 

Body. Fihh Ed! lion, 
ever Ka Illuslnlioru. U 
Bound in Oilcloth, fi 



pleased ai 



• Then 



ucled. IH Diagtsi 



l'„,^ 






Hotdeu'i Human OBteoIogy. CompritingaDucriptiop of iHe 
BoDEi. with CoLared Delineatiani sF ihe AluchmimU of tlis 
HuscLes. The GeDeral and Uicroicopical Slnictun of Bone and 
It> DeveLopmect. V,M Lllhognpbic FUl» and NumerDui lOia- 
HalioDS. Seven.h Edilion. 8»o. CioIh.fi.OB 

Holdea'a Landmarks, Medical and Surgical. 4th ed. Cla., i 

Sliih Louden EdIIioD. It Col- 



^Pl>t« 






cr Illuii 






FIfih Edilii 






Clotli, 



CHEMISTRY. 

Banley'a Medical Chemistry, Second Edition. Ale: 
prepared specially for Medical, Fharnuccuilcai and Denial Stu- 
dents. With so lUustialioni, Plate of Absoipdon SpKUm and 
Glossary ofCbeiniol Terms. Rertsed and Enlareed. Ciotb.i.so 

Trimble. Practical and Analytical Cbemlatry. ACaiuia In 
Chemical Aialysls, by Henry Trimble, Prof, of AMilytlcal Oiem- 
ialry in the Phils. College of Pharmacy. Illnslraled. Third 
Edidon. Svo. Doth, i.ja 



Sl-UDENTS' TEXT-BOOKS AND 


MANUALS, 


1 




CA,«/rt-y.— CM*««rf, 






Bloum'aChG. 




c.HilhEipcrine 




Strauh Edili. 


on. Enlarged and Rewrilten 


1. =8i IUU.UTIU, 








i,4.SO: Leather,; 


i-f 


Kieht«r-i InD] 


rg«nic Chemistry. A leii 


:-booli for Smde 




Third An,=ri< 


»n, fmn, Fifth Gem.an Edil 


Ion. TransUlod 


bT 


Pnr. Edgui F 


.Smilh. PH.D. S,WoodF-n| 




ired 


P1.M of SpfCI 




Ckth, , 




RichMr'i Ore 


■qIc Chcmlitiy, or Chemi 






Compouods. 


inuilniled, Stcond Edili™. 


InPr 




Syinondi. Ui 


iinu.1<.fChenii.try,fcr.h. 


5p«:ialu.= rfM. 


fdi- 


ol SludenK. 


By BhAHHRKTH SYKOHDi 








iKvtItHMpiDl.Out-Fiiicnl Dqianmeni; Atic 




ing Phy.lci^= 










Cloth...™; Imtrii 






LefrmanD'B C< 


impend of Chemlatry. loi 






Including Urfi 


naij An.lvils. Third Ediliot 


1. Revlicd. 














rciiei In PracM 


eal 


Chemiitry. 


tmo. Iilu,«,a«d. 


Qoth, 1 




MDter. Pracl 




ii.try. Thitd Edi- 


Son. EtviscL 


i and llluslr^led. 


.VraWj- RcaJy. 


HolUnd. The 


Urine, Common Poi.oii.,1 


ind Milk Analyi 


.i., 






,1 Chemiitry. By Ijwi 



,mj=fi 



;. Clo.. 



CHILDREN. 

Ooadhart and Stair. The DlaeMen of Children. Second 
Bdltlon. By J. F, Gaodhart, H.D., Physician lo the Evelina 
Hoiplul for Children; AuiitanI Physician lo Guy'i Hupital, 
London. Revised and Edited by Louii Starr, m.r.. Clinical 
Profelior of DiHUU of ChiUren in the Hospital of the Univer- 
■Ity of Pennsylvania; Physlilin to the Children's Hoipiul, 
PhiladelphlB. Containing nuny Prescriptions and Formulie, 
ennlbmiing to the U. S. Pharmacopnia, Directions for making 
ArdEeial Human Milk, (or the ArliGclal Digestion of Milk, etc. 
lUustrated. Qolh, j.oo; Leather, ].^ 

HatBeld. Diaeain of Children. By M. P. Hatfield, m.d.. 
Colored Plate. Ih^o! " ' "c'lothlT:^: Interleaved, i^s 



apaftll 



*nd IS /tr Oil */ /QxiM-Crmfindi r 



STUDENTS' TEXT-BOOKS AND MANUALS. 









Stftrr. Dii 




in Infancy and 






ation of DiienH. 




i General MaTiAgement of Child«n, 


. By Louis Suit, 


M-o..am 


icfll Professor of Diaensei of Child 


ren in the UnWer- 


lily of Pen 


myl^ania. lllus. Second Ed IKoti. 


CloUi, ..,j 



DENTISTRY. 

iwD. Opciative Dinllaliy. 330 lllus. Ctoth.i.i 
Plastics and Plastic Pllllae. tth Ed. Clolh, 4.' 
. Denial Medicine. A Manual of Materia Media u 



uid Mechanism. Twelfih EdlUc 
FrofH<or Gorgai. i«S Illustralic 

RiebardaoQ's Mechanical Den 
lUusIrations. S>o. 

Scwill. Dental Surger; 



Clnil 

'racClce of Dentlatry. Including 
LOlogy, Therapeutic!, Denial Surgery 
Edition. Revised and enlarged by 
Qoth, 7.00; Leather, S.DD 
try. FIRh Edition. s(9 
Cloth, 4.J0; Leather, S.JO 
lliuslratio 



alStudi 



yoih, , 



; Leather, j. 



levlsed. aiie lUui. 

Ooth, 5.00 

ind Dental Medi- 



Tnmcs' Dental Surgery. 3d Edition. 

Warren. Compend of DeoCnI Patholog] 
cine. Illustrated, Cloth, ..ooi rnterlea.ed, .,ss 

DICTIONARIES. 

Qould'B New Medical DlctionBiy. Containing the DeHnilion 
and Pronunciation of all words in Medicine, uilh manr useflil 
Tables etc. K Dark Leather, 3.35 ; i* Mor., Thumb Indei (.aj 

Harris' Dictionary of Dentistry. Fifth Edition. Completely 
revised and brousht up to dale by Prof. l3orgM. 

Clolh, 5.00; Leather.6.00 

ClcavBland's PrDnDnncinfi Pocket Medical LexlcOD. 31R 
EdilloB. Giving correct Pronunctstion and Definition. Very 
small pocket siee. Cloth, red edges .7^ ; pocket-boelc style, i.eo 

LoDgley'a Pocket Dictionary. TheStudent'i Medioid Lexicoa, 



n Appendln giving Pois 



STUDENTS' TEXT-BOOKS t 

EVE. 
HutridEE on Refractioa. 4th Ed. 

Merer. Dfneanca of the Eye. A c 



BWHD 



. Disc 






ELECTRICITY. 



d SurKinl ElecCridty. 







HYGIENE. 


l.^d. 


(Ed. A.) P™ 
. lUuauiited. 1 


ctlcal Hygiene. 


i-arke.' 


(U C.) M.nu 
iEditi™. .IB.1 


.1 of Hygiene 1 


WllBOD 


'« Huadbook 


of Hygiene »nr 



Seventh EdlliDn. Revised and IlLusmted. Ik Prm. 

MATERIA MEDICA AND THERAPEUTICS. 



■ Medisa, Elev 



Mcdiial College 


, Phllad 


elphla 


. Revis 


ed. 


>nd rewrill. 


a™edi Biddle, 










S. N., M»i«i 


Heniy Monii, h 


.D. SVD. 




rawd. CI 




, 4.33: Luthi 


•otter. Materia 


Medlci 








Indudlng Aclion 






, Sped.1 


Tllc 


riiipeutict, PI 


i:nlogy,elc. Sfci 


3Bd Edi. 


ion. 


a, 


..h, 


,,»: Lealhe 


Vsrioe. Thera; 


pontic.. 


ReWi 


td. CIc 


',t 


3.00; Leithe 


9a-SHf^, 


■W-if. 


'Sfi" 


li,i^fQMiM-On.^«ubl 



TEXT- BOOKS AND MANUALS. 



MEDICAL JURISPRUDENCE. 
Recie. A Text-book of Uedical Jurisprudence and Toil- 
cology. By John J. Reese, H.O., Vrofesior of Medical Jorii- 

t'niy™riy"f PranBylvfLa" Presidenl^f ll^''°M^'l^l Jurii- 

B-udcDce Society of Philaddphia ; Physician lo St- Joseph'! 
mpiial ; Corretpondiiig Member of The Ne» Voric Uc&o>- 
legafSocieiy. Third Edi lion. Clolh.j.™; Leath«, j-so 

OBSTETRICS AND GYN^fflCOLOGY. 
Byford. DlaeaHea of Women. The Practice of Medicine ud 
Surgery, as applied to the DiseasM and AccideoB Ineidenc Id 
Women. By W. H. Byford, A.1I.. ILD., Prof(»or of Gynuologr 
in Rush Medical College and of Oh^tetiiei in the Woman't WS- 
■umi College etc., and Henry T. Byford, M.D., Surgesa to Ibe 
Woman's Hoiniuil of Chicago r GynaKolnEisI to Si Lute'i 

Hospilsl.cic Fourth Edition. Re.'—' «— -^- -■ "- 

laigcd. With 306 lUustradou, over i 



Munde. TheTheoi. 



Cloth, SJiD^ Lealliet, &w 

Ifery. With Appendix, by 
ice rf Ohjielrics : including the 
uritiOD, Obstetrical Opetalions, 



and Di9ei»3 of Womeo and Children in the f acu 
afParia. Eighth American, from the Eighth Fr 
Islian Edition. Edited by Robert J. " 



, with an appendix ' 

rGrmecologynt the N. ' 
Lithographs, LiUiograpl 



': Cloth. 3. 


00: Leather, 3.st 


logy, lllustra 


.ted- Cloth, l.« 


E-book on Mir 
1. ByDr. F. V 
r the Royal Un 
Hd Translatii 


/InclLel.^ralaio] 

iflusIraSoni, the 
Octavo. 
00; Leather. 7.« 


'-■"•a:?; 



" l/'T >••* tftfl" H"' 



STUDENl-S' TEXT-BOOKS AND MANUALS, 



■ifery. By A. Lewi! Galabin, ".d., p.i 
. Srrfagi}. Qoih, j.oo: Lialhor. 

ic Memoranda. 4D1 Edilion. Clmb 



Qalibln's Mid 
117 Ulusuatiai 
RiEby'B ObBtel 



Bwiiyn.; 



. Obnti 



: Aphor 



Clolh, . 



PATHOLOGY. HISTOLOGY. BIOLOGY. 

Bowlby. SurgicBl PBtholoev Bnd Morbid AnKtomy, for 

Davis' Elementary Biology. Uiustriled. Clolh, 4.01 

ailllun'a Sueatlala of Pathology. AHandbookibcSludcfiu. 



17 Illusi 



1 unbld Id 









11 liinda- 









id by bringing 




incraKhi' 


sli«. 


»titl<he> 


itudy 


oriheiubiecl. 












1 Pathol 






tion. 


EnUrgcd, iJmo. 






Ooth, 




Virchow's Post- Mortem Exam 


Inatioaa. 


3d Ed. aoih, 


,1.00 


PHYSIOLOGY. 








PhysiDli«y in Rjrve-s Collfgc, 
page*. j». careiaiy printed 


:1a a. The 




i Popular 


Stu- 






., ProfcBOr of 


'ful^mtio 


^ 




;i! 


&lo.Mry»ndlnd«. SftPtgti. 


doth 




: lUah, 


,3.50 




lUu! 








m: [merit 








Stirling. Froeti«l PhysioloK- 


,-. includini 


iCht 


micaland 


En- 








Ckih, 




''ai^''Sfffi;„E:- 


Ed. Tho; 


roughly ReviM. 


land 










La Dd oil' Human Pbyiiolosy. . 


[ncluding Histoid 


.KvnndM 


icm- 


Kopicsl Aimtomy, and with speci 


iai rehienc 


etoPmciealMedi- 


cint. Third EdiliDQ. T™al.le 


dand Edil 


ledbj 




ling. 


(lsiIllusm.dons. 






; Leather, 




" With ihis Teiit-b<»k al hi< 1:01 


nmimd. no 




01 could by hi 












BaDderaoD'n Phyaloloeical Labi 
erciiuforlheg^udeol 350 lUui 


tr"ri°Z 


Boins 
8v<i. 


; Practical 
Qotb, 


S^« 



PRACTICE. 
Taylor. Practice of Hidldne. A Manual. Br Frederick 
Taylor. M.n.. Physician ip, and Uctum on Medicine at, Guy-. 
Haspltal, London : Phystcitin to Evelina U»pila] far Sick Chil- 
dren, and Examiner In MaUria Medica acd Fharmaceutlcal 
Chemistry, Unlvenlty of London. Clolh, 4.ca^ Leather, ;, so 
U^Srt ft" 14 and tj far lUt ff fQmi-Crmfn^t 



STUDENTS' TEXT-BOOKS AND MANUALS. 



loipltsl, Lo 
Ctah,5.; .. _ 

HoKbH. Conipend ofthn FncticcorHediciDi. 4th Edl- 
MOQ. Two pani. acta, Clotb.iAi; InlErleavcdfbrNota, i.ts 
Fait i.— CsDIinued.f cupIi*eiiDd Pcnodiial Feven, Di»uei 
Df ihE Slamicb, Inleilinu, Peritoneum, Biliuy Fuuget, Ijvct, 
Kid«yi, elc, and General DIkucs. tie. 

Part ii.— Dlieaaes of Ihe Rrapiralory Sytttm, Cinaiktory 

Syitem and Necvcui Syiiein : DiKuet of the Blood, sic 

Pbyiiclus' Edition, fourth Edition. IndudlnE * Seclhm 

onSklaDiiuiici. With Indei. i vol. Full M<ir«:co,GUt,<,sD 

#■«« Ap*h a. XaiiMitm, M.P., AsniMnl W Ouur if afiikal 

lip, (Mcmra, 

"H«u with m^ hekrtr aiiprDbDtlon u s labsdtute for the 

II ilTcmcise, Mtnime.wll arranged anTlucii] ".' !'". "jut the 
Ihlhg for BIudenlA In me while sludyiDg physical dtagnoiit and tha 

PRESCRIPTION BOOKS. 
W]rtbe'g Dose and Symptom Book. ContaiaiaE Ihe Doset 
and Usei of all ihc principal Artiula of Ihe Materia Hedlca, etc. 

Stadf"°-!)iaia.' °°' ""Koth^i.^rPocket-taok style, ."s 
Pcroln'a Phyiidan'a Prescription Book. CoMaining Uta 

PmcripiiDni F.iplanatory Noiei. Gtainnutlcal Contlmctitn ol 

Prescriptions, etc., etc. By ProfeMor Jonathan Pereiia, ■.». 

Simeenlh Kdilioa. aimo. Cloth, t.oo; Pockei.boBksC^, i.ij 

PHARMACY. 

Btewnrt'i Compead of Pharmacy. Baled upon RenitutoB'a 
Teit-Bmk of Pharmacy, Third Edition, Revised, With new 
Tables. Index, Etc. Cloth. ia> : laterleaveil for Noiei, i.as 

RoUnson. Latin Grammar of Pharmacy aod MadltJna. 
By H. D. RobrnBon, PH.ti., Proft^sH>^ of Latin LanguagE and 
LlMrature, University of Kansn, Lawrence. Wuh an Inno- 
ducilon by L. E. Sayre, PB.C., ProTesior of Pharmacy in, and 
Dean of, the Dept. of Pharmacy, University of Kiiisaj. iiaio. 

SKIN DISEASES. " '°'" 

Anderaon, (McCall) Skin Diaeaaea. A complete Teit-Book, 
wilh Colored Plates and nuinemui WixhI Eogravhin. Sra. 
Cloth,4.so: LeaOier.s.SO 
Van HarlinECH od Skin Diasaaei. A Handbook of the Dis- 
eases of the Skin, their Diaenosis and Treatment {arraDued al"**'- 
betically). By Arthur Van^HarUn^en, k. n.j^ Clinic^ Leci 



on Dermatology, Jefferson Medicalto 
■he Skin In the Philadelphia Polvclinlc 



J 



t fmta tit S ^ lit! ^ Nrm 



STUDENTS' TEXT-BOOKS AND MANUALS, IS 

SURGERY AND BANDAGING. 

Mouilin'a Surgery. A ikw Tcil-Baok. ;oa lUuEtiatloni. too or 
which >r= origiiial. CloDi,7,oci; Lealh«,B,oo 

JicDbion. Operadana in Surgery. ASyoemBilcHiDdbDolc 

Jicobson, B A.', 0>on, F.K.c.s. Eng. ; Ats't Surgeon Guy'i Hos^ 
plUl ; Surgeon it Royal HupiDrCar Children and Women, elc. 
199 lllutlnlliani. i«« pages. Svo. Clolh. s.oD; Leather, 6.«i 

Hulh'i Minor Sureery, and BindagiiE. Mlnlh Edition. 141 
lUUEiia lions. 6oFonnulieaiidDieillsti. Cloth, j.ob 



iimo. C 
VThenev 



daglne, AmpulatiDi 
aci, and ihc Utcsl A 

ot of Surg 



h,"^rrfntH 



■ ■■ Dill ^-"^'""y '■ 

iscplii: Ruin, etc., with l5iBereo 
By Okviu " 

""'"""""■"KfS 



imporuna is 'figured. Thii, Ktih the Seciion on LEgaiion ot 
Arteries, forma an ample Teit-book tor the Surgical Laboratory. 

Waliham. Manaa] of PracUcal Surgery. For Studenu ud 
Physician.. By W«, J. Wal»h*h, H.D.. P.K e.«., A«t. Sorg. 
to, and Den. of Piiicdca] Suii. in, St, BaRholomew't Hospit>J, 
' Suiieon Id Metropolitan Fl» Hoipitlil, London, With 1^ 
Engraving!. Sa Pafi i. Oalh, 3,00 ; Leather, 3.^ 

URINE, URINARY ORGANS, ETC. 
Holland. The Urine, and Comman PoIiodb and The 
Milk. Cheniut and Microscopical, for Laboratory Use. lllua- 

Ratfe. KldneyDiuaaeaandUriDaiyDerangemcols. w lUui- 



Marahall and Smith. OntheUrioe. TheChemi 
the Urine. By Johji Manhall, M.D., Chemical Lab. 
of Penaa; and Prof. E. P. Smith, ph.p. Col, Plai' 

Tyson. On the Urine. A Praoical Guide to th< 



iiatAnalyiliof 
iraiory, 1Joi». 



I%a NUya, Urine Analyali 



NEW AND REVISED EDITIONS, 

PQUIZ-COMPENDS? 

The Best Compends for Students' Use 
in the Quiz Class, and when Pre- 
paring for Examinations. 

Compiled in accordatice with tki latest tiackings of promi- 
nent lecturers and the most popular Texl-books. 
They fonn a most complete, practical and enhauative 
Bet o( manuals, coataining infonnaiion nowheic else col- 
lected it) such a cundenbed, practical shape. Thoroughly 
op to the times in every respect, containing many new 
prescriptions md Tormulie, and over two hundred aod 
filiy illustiatioDS, manj of wbich have beeo drawn and 
engraved specially for this series. The authors have had 
lai^e experience as quiz-masiers and altachts of colleges, 
with exceptional opportunities for noting the most recent 
advances and methods. 

No.i. HUMANANATOMY,"Bsaed upon Gray." Fifth 
Enlarged Edition, includinE VisMral Anatomy, formerly 

tablet, and n? other' lllu.traKnni'. By Sahusl O. L. 
PorrsB. M,A., M.D,, M.B.c.p. ILond.,] Ute A, A. SuigronU. S. 
Array. Profasor of Practice, Cooper Medical CoUegt, Su Fran- 

NoH. 1 and}. PRACTICE OP UBDICINB. Faurtb Bdi- 
lioD. By TiANisL £. HucHEi. h.d., Dciaaasmior of Clinical 
Mcdidnc [o Jefi^nOD Msdical CoUegE, Philadelphia. In Im pattl, 
Pait I.— Continued, Emptivt uid Feriodical Fevcn, Diseuet 

of the SlODUch, Icleilinei, Periteneum, Biliary Pusagel. Liver, 

Kidaeyi, etc. (indudins Tests for Urine], Gencnl Diseases, etc. 
PjMT 11.— DiHues of ihe Retpintory SyiLem (including Pliv- 

slcal Diagnosii], Cireulalory System and ^)crvaus System; Tint- 

'(• Thess little books can be r^arded u 



tbe Pnctice of Medi 

Causes, Sympmns. Prognosis, Ulsgnai 

^^^™e, an ra u B i nuffl pi 

PHYSIOLOGY, includii 



"I?- 



-. ,- . -. -yolngy. Sixth 

Edition. By Alieri P. BxunAKaii, m.i>., ProC of Physiology, 

" n'a College of Dental Surgery ; Demonstrator of Physiology 

lefferson Medical College, Philadelphia. Revised, Enla^«f, 



wii°5ew 



Fourth Edit 
leiria end Di 
rolnmhui, O. 



BLAKISTON'S ?QUIZ-COMPENDS? 



RriercBce lo ihe PhysioloKioil Ac 
! ani.;lt an Pr«i:rip.ion Wn.Lng., 



o_i.d„J_lat 



l.A.Surg.U.S.Ai 



; ProhofpVsclicc! 

Nn. 7. GYNJECOL-OOr. AConpind of Dbkuhi of Womtn. 
By HiNitT Moniiis, H.D., Denioiulrelar oT OtHWino, Jeffenon 
Medical CollegE, Phikcklphii. 4s llliurnitlaiu. 
No. I. DISEASES OF THE EYE AND REFRACTION, 
indudinE TrclBieiil mil SurEery. By L. Wbbshh Fai, u.u.. 
Chief Cnnicsl Aoiiual OphtSidinalaE'ta) Depl. , lefff fedd Med. 
iul College, Etc, and Gid. M. Gould, mji. 71 IlluslntJDni, 39 
Fonpulic Seccnd Enlvc'dud ImprcKd Edition. Indei. 
. SURGERY, Minor Surgery ■ndBoDdBBlnc. T 
rndudins ----- "■ 
. . tioianndoni 
IiLiraliop. Ulcen, Syphilis, ' 

Tl..b"'"1 DisfSi.™! By'OBVni"'M'Drw'^"'A"»"'>."" 
.n^lnlor of Surgery, lelTcrxiii Madiu] College. ReilHid 
>Urg<^d, SiFonDulBindijeiUuitntiaiu, 
. CHEMISTRY. IneiEnnicuulOtguiic. FarMediul 
■ SiJdenoi. Including Urinary Analysis and Medical 
13y HsHKV LiFiiiAHH, H.D., Prof^ if Cbemiitrv in 



■a Col 



nadRew 



.eolDenti 
D, wllh [r 



?;>f.i1; 



TliirdE 



n.Rcvued 



No. II. PHARMACY. Bated upon " Remington't Textbook 
al PhilaSptia College' of Pl^imacy! "ilil'rd"Edi'liDo",' Rey^d' 

No. H. VETERINARY ANATOMY AND PHYSIOL. 
OQY. m llluitiationi. By W». R. Billou, h.d,. Prof, of 
Equine AnaUmy at N. Y. CoUegc of Veterinary Sorgeoni. 

DENTAL PATHOLOGY AND DENTAL MEDI- 



Na. 



CINE. Conui 



-onhy p. 



Chief, 



Penn'a College ofDenlal Surgery. ] 
DISEASES OF CHILDREN. . 
ILD, Praf. of Dlseaict ot Children, Chk 



iJelphia! 



Qinlcal 



BcudliCMli.ll. btttlunl. fn thi AidiUn of tt«{H, ILIS, 
tS' These banks art censlatitfy revised (o keep up with 
Ihe latest feaihings and discoviries, lo that they c<mtam 
all the new methods and princiflis. Na strits of boeks 
an so complete in detail, cOHcise in language, or so inelt 
prinUd and bntnd. Each ent foi-ms a complete set of 
notes Kpon the subject under consideration. 

niuitimtcd DeurlpUvc Qrcular Free. 



LANE MEDICAL LIBRARY 



